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www.sylvania.com/LED 


Our LED Systems perform on a global scale. 


SYLVANIA is a leader in LED lighting solutions in North America, and together with OSRAM, we delivered 
nearly a billion dollars in solid state lighting sales worldwide last year. Constantly investing in innovative 
technologies and products that span the complete range of LED lighting systems, SYLVANIA shines bright 
in the new world of lighting. And with SYLVANIA Lighting Services, we're the only lighting manufacturer 
with its own full-service installation and maintenance business. To learn more about our cutting-edge LED 
solutions, call 1-800-LIGHTBULB or go to www.sylvania.com/LED. 


Please visit us at Lightfair International booth #315 


SEE THE WORLD IN A NEW LIGHT 


www.sylvania.com/LED 


We bring architectural lighting to new heights. 


Inside and out, LED lighting systems deliver sustainable energy-efficient lighting consistent with the principles of 
modern architecture. With more than a century’s worth of experience in delivering high-quality light, SYLVANIA 
LED lighting solutions precisely deliver light to where it is intended, creating the desired interplay of light and 
shadow. Together with our partner Traxon Technologies, we can specify and install the right LED system for your 
building, including programming software and commissioning services. As a leader in LED system technology, 
and with the industry's best warranty, SYLVANIA is your trusted source to meet all of your lighting challenges. 
To talk to us about your architectural lighting needs, call 1-800-LIGHTBULB or go to www.sylvania.com/LED. 


Please visit us at Lightfair International booth #315 


SEE THE WORLD IN A NEW LIGHT tm 
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Introducing LED solutions for every outdoor space! 


New energy-saving LED offering sets benchmark for optical performance 
and versatility. 


Featuring Cooper Lighting’s patent pending modular LightBAR™ technology and patented AccuLED Optics™ offered in 

17 unique optical distributions, the LED luminaires feature a unique application-specific design that allows lumen and energy 
output to be customized to fulfill the exact needs of the outdoor space—eliminating wasted energy, obtrusive spill light and 
over lighting of spaces. Producing even, uniform illumination, the new offering provides a benchmark warm white light of 
4000K correlated color temperature (CCT)—standard across all products—with no sacrifice in lumen output. 


For more information email TalkToUs@Cooperindustries.com or visit our website 
at www.cooperlighting.com/ads. 
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COOPER Lighting 


www.cooperlighting.com 


reddot design award 
winner 2009 


xX DELTALIGHT 


www.deltalight.us 


elta Light USA, LLC. 4850 West Prospect Road, Fort Lauderdale, FL 33309 (: 1 954 677 9800 Circle no. 91 or http://archlighting.com/productinfo 


DIALux 


,Let there be light." 


> DiALux is a lighting design software 
for calculation and visualisation of indoor 
and outdoor lighting 


> DIALux is an all-inclusive free software 
for import from and export to all CAD 
programs and for photorealistic visualisation 
with the integrated ray tracer 


> Get your free copy at 
www.dialux.com 


DIALux Seminars 


London 
Lü 
Madrid 
Milan 
Paris 


DIAL 
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Contemporary Linear Fluorescent Lighting with STILE" 


~ E R @ ® 
STILELYNK™ 
* Energy-efficient fluorescents * Seven standard bulkhead designs 


* One, two, three and four lamp versions 


* Complementary pendants and wall sconces 
* Design maximizes light output * Utilizing T5, T5HO or high-efficiency LED 


GU24 Pendants 
for Rail, Track 
& Monopoint 


LED Tape Light 
Available in 5 colors Sconces available 


Vibrant, Appealing, 
and Energy Efficient 


Show off your merchandise with efficient LED, 
GU24 and HID Recessed, Track, Rail, Multiples, 
Pendant and Accent Lighting from Nora. 


See all of our newest energy efficient products 
including; LED Recessed, LED Track, LED Lightbar, 
LED Tape Light, GU24 Pendants, GU24 Recessed, 
and GU24 Pendants at LIGHTFAIR BOOTH 931. OF EXCELLENGE| 


EINORALIGHTING. 


tel. 800.686.6672 noralighting.com 
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AJIT B 
Light in Relation to Architecture 


By blending both contemporary and 
traditional design, the RESONANCE 
complements most architectural settings 
from office parks to retail centers. 
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Meeting the lighting demands of modern spaces 


Install 1. push u 2. drop down 
from P P 25 • Efficiencies as high as 88% 
below : * Available in ultra shallow 2-lamp version 


= 
| 3 * Easy installation and maintenance 
| 


e Patent-pending install-from-below design 


* Distinctive styling and multiple lensing options 


marklighting.com 
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When did buying a light bulb 
become so complicated? What 
used to be a seemingly simple activity is now intertwined with 
considerations about energy, price, and technology. This has me 
thinking about light sources in a way I never imagined. But what's 
so surprising about that, you might ask? (I am, after all, the editor 
Of ARCHITECTURAL LIGHTING.) The truth is that I, like all of the other 
consumers who make purchases in their daily lives, have taken 
light bulbs for granted—and, by that, I mean Thomas Edison's 
incandescent. This object, a fragile filament encased in a thin 
shroud of glass with a not-too-complex socket, has become so 
ubiquitous, it has assumed the cultural iconography of represent- 
ing an idea. (In an interesting play on symbols, The New York 
Times’ Green Inc. blog that covers energy and environmental 
issues uses a CFL bulb in place of an incandescent. I wonder: Will 
the image of a diode ever reach this level of symbolism?) 

But back to light bulbs. They have become so common that 
we reach for them off hardware-store shelves as though we were 
buying a box of tissues. We've constructed our living environ- 
ments and made our fixture selections all based on this type of 
light source and its warm color temperature characteristics. We 
have grown accustomed to this physiology of light. As we begin 
to incorporate other types of sources, such as CFLs or LEDs, into 
our homes, we are reminded of how we have been sensitized to 
incandescents. 

What's interesting is how these quality-of-light issues have 
revealed our tolerance thresholds for where we will, and will not, 
use a certain type of light source. Outdoor areas, kitchens, laundry 
rooms—these are all spaces in which people are willing to use 
non-incandescent lamps. Living rooms and bedrooms—that's a 
whole other ballgame, where there isn't a CFL in sight. In public 
Spaces, or our working and learning environments, we have no 
problem using the latest lamp technologies; when it comes to our 
homes, we are creatures of habit. 

So what has sparked my fascination (dare I say obsession?) 
with lamps, and has me thinking about sources in terms of the 
trade-off between quality of light, energy savings, and how I will 
dispose of them at their end of life? Granted, I realize I am not the 
average customer, but I do have a mental checklist for purchasing 
a light source and, still, I am overwhelmed by the process. So, 
imagine how the typical consumer must feel. 

The point was made real this past summer when I found 
myself standing in the lighting aisle of one of those big-box home 
improvement stores. I was searching for a specific light bulb for a 
new lamp I had purchased, only to be forced to admit that I had 
become a victim of my own design taste and failed as a consumer 


Where Have All the Lamps 
and Ballasts Gone? 


when І did not check to see what kind of lamp the fixture required 
before I purchased it. Now I was on a wild goose chase to find a 
T10 lamp, and all I saw before me were CFL multipacks. Next to 
me was a woman who was searching for a replacement light bulb 
she needed for her combination light fixture-ceiling fan. Both of us 
would have to go to a specialty lighting store. 

The act of buying a light bulb—and, for that matter, selecting 
a fixture—now carries with it more significance than ever before. 
This choice impacts larger issues of production, consumption, 
and energy use. This choice also will take on added significance 
in the United States in July 2012, when we are all in for a major 
change. At that time, as mandated in the 2007 Energy 
Independence and Security Act, general service incandescent 
Sources will no longer be available for sale. Europe is slightly 
ahead of us on this activity, and their incandescent phase-out 
(ban is such an ugly word) began July 1, 2009. 

Consumers are being fed a steady diet of CFLs and LEDs, and 
the same push is occurring at the professional level. As we pre- 
pared this annual product issue it was clear that the paradigm 
shift in lighting—from incandescent to a combination of CFL and 
LED—has now taken hold. Even though manufacturers have new 
energy-efficient lamp-and-ballast options for other sources, they 
are most interested in promoting their LED luminaires. I never 
thought it would be such a challenge to assemble the Lamps/ 
Ballasts/Controls section of this guide. 

But what is of greatest concern to me is that this switch in 
lighting sources can be simplified to an either-or proposition. It 
should be a far more nuanced process, as surely the plethora of 
existing luminaire and lamp options prove. And there are existing 
sources that achieve the balance between energy-efficiency and 
quality of light at a reasonable price point. For instance, a halogen 
light bulb seemed the appropriate incremental step for me to use 
in a different fixture I have in my living room. 

Yes, changes in light sources are not only coming, they are 
already here. The challenge going forward will be how to make 
sure we incorporate these new technologies and push them to be 
the best they can be. But we also need to not loose sight of what 
improvements we can make to existing technologies. We can 
make the choice less daunting if we stay informed 

How many people does it take to change a light bulb? The 
entire lighting industry. 


ELIZABETH DONOFF 


EDITOR 
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Powercast LED 


TUNE the light 


The premiere launch of the 
latest generation of Powercast 
LED projectors dedicated to 
efficient visual comfort. 
Maintenance-free, compact 
and energy efficient, LEDs rep- 
resent the ideal light source for 
the outdoor area. Powercast 
projectors, equipped with the 
latest high-power LEDs in warm 


ERCO 


white or daylight white ver- 
sions, now provide luminous 
flux of up to 32401т - compa- 
rable to that of a 150W tung- 
sten halogen lamp - yet present 
a connected load of just 42W. 
Exclusively designed and built 
by ERCO, the LED technology 
uses collimating and Spherolit 
lenses to efficiently direct the 


luminous flux onto the target 
surface with spot, flood or wide 
flood characteristics. These fig- 
ures confirm that this is where 
the future of outdoor lighting 
is to be found. 


WWw.erco.com 
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Architecture firm Triptyque's project, "Harmonia 57," received the award in the "Built Environment" category for its exploration of an intelligent, green facade with a water misting system (left). Terrefuge/ 
Terreform One—an interdisciplinary research group of scientists, artists, architects, and students—was recognized for their project that investigates the sustainable future of New York City (right, top and above). 


Zumtobel Group Award 
Honors Sustainable Solutions 


An intelligent, green facade based on organic concrete and a research project that lays 
out a map for New York City's sustainable future are the two winning design recipients 
of the 2010 Zumtobel Group Award for Sustainability and Humanity in the Built Environ- 
ment. French-Brazilian architecture firm Triptyque's project, "Harmonia 57," received the 


award in the "Built Environment" category, and New York-based nonprofit design firm 
"New York City Resource & Mobility," re 


award in the "Research & Initiative" category. 


ived the 


Terrefuge/Terreform One 


project 


Some of the most influential experts in architecture, engineering, and sustainability 


nominated an international field of 40 projects. The two prize winners were determined by 


an independent seven-person jury composed of architects Enrique Norten, Yung Ho 


Chang, Colin Fournier, and Stefan Behnisch (who also served as jury chairman); engineer 
Brian Cody; UN Habitat general and executive director Anna Tibaijuka; and Zumtobel 
Group CEO Andreas Ludwig. 

Triptyque's "Harmonia 57" is an intelligent, green facade irrigated by a system installed 
on the outside of a building that sprays mist. The system collects rainwater and enhances 
the building's indoor climate. The building, located in a São Paulo, Brazil, suburb, can also 
function as an open-air gallery due to its terraced design. The jury noted that the project 
"represents a very intelligent idea that gets by on simple means and a low budget." 
Terrefuge/Terreform One—an interdisciplinary research group of scientists, artists, 


architects, and students, founded by Mitchell Joachim and Maria Aiolova—was recognized 
for their research project that investigates the sustainable future of New York City. 


уе climate 


Examining scenarios that take into account rapid population growth, mas 
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change, and rising sea levels, the project models a fully autonomous and self-sufficient New 
York City of the future. "Ne 


г York City Resource & Mobility" looks at everything from infra- 


structure to waste recycling in its rethinking of urban planning. The jury was impressed 


with the project's "rich source of interesting ideas of real substance" and the research team's 


not being "afraid to think in whole new directions ... in the urban development debate." 
The jury also selected eight honorable mentions—four projects in each of the two 
categories. In the "Built Environment" category, these included the High Line in New 
York; a center for women in Burkina Faso; the newly developed Elm Park suburb of Dublin, 
Ireland; and the new California Academy of Science building in San Francisco. In the 
"Research & Initiative" category, the honorable mentions went to a rural student project 
at the University of Talca in Chile; a U.S.-Mexico cross-border exchange program and 
symposium, "Political Equator II"; an office and studio building in Columbia; and a master 
plan for a wind park in the North Sea 

"Ensuring the efficient use of resources and arriving at pioneering solutions in the fields 


S to 


of architecture and urban planning are challenges that will accompany us for many y: 
come," says Zumtobel's Ludwig. "I am delighted that, in their selection this year, the jury 
[members] have sent out a clear signal that smaller projects which adopt innovative 
approaches can also prove an important source of inspiration." The announcement of the 
€140,000 prize was delivered February at the Roden Crater in Arizona. The awards will be 
presented at a ceremony in Bregenz, Austria, on Sept. 9, and an exhibit of the winning 


projects will be curated by the Aedes Architecture Forum in Berlin. For more details about 


the Zumtobel Group Award go to zumtobel-group-award.com. ELIZABETH DONOFF 
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"EB OLIVIO SYSTEMS 


A new vision for urban design! Available in three standard sizes, Metal Halide or LED lamping, and 
with a choice of up to 5 reflectors/light distributions. The OLIVIO series offers solutions for a 
comprehensive range of applications, from architectural accent and floodlighting to roadway lighting. 


(800) 735-8927 selux.com/usa 
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Underwriters Laboratories Releases CFL Safety $ udy 
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Cathode Lighting Systems - the gold standard 


in modular, long-life architectural cove lighting 
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LIGHTFAIR 2010 


* May 12-14, 2010 


+ Booth Number : 1539 
* www.lightfair.com 


Seoul Semiconductor 
changing the world! ^». .-— | 


The most famous places and monuments EU d A A ы” = 
are already being illuminated by 
Seoul Semiconductors LED' s 
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CLTC Student Luminaire Designs On Display at Lightfair 


Students at the University of California, Davis's Cali- 
fornia Lighting Technology Center (CLTC) will get to see their 
design ideas made real, from initial concepttoarealized pro- Cree, Exclara, Lightech, and WattStopper/Legrand 
totype, thanks to participating in their winter 2010 lighting 

design studio, taught by director of the CLTC and professorat (осі 


UC Davis, Michael Siminovitch, Students were tasked with 


nologies through collaboration with industry partners: 


Only Digital Lighting Management offers lighting 
control that’s 


Fastest Easiest Best 
* Plug together installation * Plug n’ Go operation * Energy savings beyond code 
e Ladder-free configuration • Auto-configures for energy efficiency * Return on Investment 


That's Why! 


Visit www.wattstopper.com/DLM 


PUTTING A STOP TO ENERGY WASTE” 


Watt Stopper’ 
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designing and building an LED luminaire using materials 
donated by course-sponsor manufacturers Tyco Electronics. 


The CLTC is a research and education. facility that 
s on energy-efficient lighting and daylighting tech 


including manufacturers, utilities, and government agen 


cies. The studio provided students with exposure to light- 


ing equipment and the ability to transform lighting ideas 
of 26 


students were reviewed by a team of manufacturer repre- 


into working fixtures. The projects from the с 


sentatives and professors from the CLTC and architecture 


program at UC Davis. The jury members were: Siminovitch 
Holly Miller from Tyco Electronics; Arye Schreiber from 
Lightech; Keith Graeber, director of engineering at the 
CLTC; Mark K 


jor at UC Davis; and Patricia 


r, profe: 
Harrison, professor emerita 


First 


udent proje, 


This jury recognized five of the 
place went to Anne Rubenstein for the downlight 


e 


designed, second place was awarded to Josephine Pan for 
her wall sconce concept, and Anna Lok received third 
place for her garden luminaire. Kai Wan and Ashley Huot 
received honorable mentions for the ingenuity and cre- 
ativity they showed in their designs. "Design education is 
more than the evaluation of the end result," says professor 
Siminovitch. "Learning occurs through the creative pro- 
cess Our lighting industry sponsors fuel the imagina- 
tive potential of tomorrow's lighting designers with their 
support and collaboration." 

The manufacturer sponsors have provided engineering 


resources, so that the top three student designs will be 


prototyped for a display during Lightfair 2010 in Las Veg; 
(They will be on view at the Tyco Electronics booth.) 


Additionally, WattStopper/Legrand has provided the first, 
> off- 


3 to Lightfair. For more information about 


second, and third place winners with small Stipenc 


set travel expens 


the CLTC and its programs, go to cltc.ucdavis.edu. ED 


A student at the California Lighting Technology Center at the 
University of California, Davis, reviews her luminaire design concept 
as part of a winter 2010 lighting design studio. 
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MIRO + DAYLIGHT 


To achieve the maximum benefits from daylighting and improve your room’s visual 
comfort, ask for the optical surface that reflects sunlight best. Because of its unique 
properties, MIRO? by ALANOD? is today’s most advanced material for reflecting 
daylight in skylights, light channels, light blades, venetian blinds and ceiling systems. 
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Get the full story on our website. 
Visit www.alanod.com 
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Changi Airport / Singapore. Photograph © Bartenbach LichtLabor. Inset, above, © Peter Bartenbach. 


TOMFORD LOUIS, инок 


IN LAS VEGAS, LIGHTING AND ARCHITECTURE CREATE A NEW BREED OF 
URBAN PARK AT THE INTERSECTION OF CULTURE AND COMMERCE 


MGM Mirage's CityCenter development, ame = turns the Las Vegas 
format о head. In the middle of the desert city the company has 
ed a de and entertainment 
and gambling ural talent 


Norman Foster 


Project C; у ег, Las Vegas 
Client MGM Mirage, Las Vegas 
Design Architect Studio Daniel L nd, New York 
Architect of Record АА! Arc , Toronto 
Interior Designer/Architect The R Group, Nev 
Lighting Designer Focus Lighting, New York 
Project Size 50! 


B-K Lighting Small accent light: 
integrated into the Tree and Hangin 
ETC (Electronic Theater Controls) 150W metal halide spotlights—with patter 
and textures for decorative lighting effects—located in slc ed ceiling 
Edison Price sed PAR20 20W anc / metal halide downligh: at ceiling | 
Lighting Services Inc 150W metal halide spotlights (so V and 70W 
mounted on catwalks and track in slots 


Martin Architectural 150W t to illuminate 
ulpture feature 


at people 
cipal-in 
Tree House, a latti w tructure that engulfs 
om a book by Dr 
that support 
за broad r 
v bed of flc 


Philips Color Kinetics ColorBlast luminaires with standard RGB LEDs and custom white/whit 
s inspired e Flower 


ColorBlasts to uplight the ceiling, which ted at ledges at the skylights and semi-recessed in w n a certain patter 


Carpe 


lition to these its there are ty ter features by 


llection of 1 subroom 


18 APRIL/MAY .archlighting.com 


saturated colors, Focus combined RGB LEDs with 


> color-chang: 


vhite LEDs to a 


the gradual diurnal progression 


t yverall scheme becomes more 


lors 


eme. N 


olors back down to the 


and ceiling, which are painted off-white 


ground level, enveloping pedestrians in an aura of gently 


<inetic light 


i there is no typical condition, each 


зе the building's geometries are so comple 
dow ledges and in the recesses atop the 


for F 


3 Ligh 


isa 
f і, ft (tk 

r is o he 

to ov e the elaborate proce in € 

n lighting tt id wat 1 h 

1 jhting t We 1 omplete 

within the Libeskind surrounds ays Gregory. "T 


used lighting within the features to cast tonal color and pattern on the 


veiling above, acting as an ephemeral reflection of the features below." 


white LEDs, while 150W metal 


The lighting design at Crystals, CityCenter, brings together a complex set of architectural forms and finishes 
(facing page and top). One of Focus Lighting's rendering studies evaluates the placement of fixtures (above). The backlit by warm-v 


he structure from slots in the ceiling and walls 


in the basement h morning, which melt throughout and 1 SUC 1 ere th minaires are tempere 
f transparent acrylic es containing vortexe ate th gobo filters tha те sed ir 
Inspired by nature and the effect of light as it d h the tree car } the base of each tree accent the tread 


vooden railing: 


me n forest also inspired the lighting design. "When eir 
the lighting is dramatic. Light comes thro the tree 1g a pattern or Again, 150W met: source lights shoot 
there are clearings where light hits a waterfall, and there's backlighting of the canopy do ) ind ce the café pods as well as 


valk The Flower Carpet is also illuminated by the 150W metal halide 


have tried to capture many of the same qualities.” To realize thi 


k through an urban forest and we other points upon the steps 


Paul Gregory of Focus Lighting. "[Crystals] is 


says 


JW spotlights augment the scheme to help the colorful blooms pop 


Yougl 


Focus was challenged with balanci of light on the set pieces Focus Li J got more adver u features. “Glacia 1s lit from 
Hanging Gardens, Grand Stair, anc Carpet) those of the bui above by 150W CMY W metal I flood- 


ype in a way that would both create drama 
cohesive whole 


The 


d-like vı 


gambling, or t 


f slot 


planes that reach as high as 120 feet. Throughout the space, clerestory 


t in th 
where in the соп 


to the desert sky and sur- 1 have to pass through ‹ is and be engulfed in its urbane 


skyligh lood the interior with daylight and open up views 


sion of Vegas glitz and glam. In Libeskind's words, “It's a reinvention, a new way of 


yriented and connected to the ou 


rounding towers. This keeps visitc 


how, when designers coordinate 


" It's also a prime example 


ng the city's energ! 


tone for the electric lighting scheme. Focus Lighting tre d the ceilings and wal 


3 from tart, tegration of lighting and architecture can change the way 


their effc 


tension of the sky, uplighting the entire expanse with approxime 


ive the world around 


people perc AARON SEWARD 


fixtures that shift colors to match the quality unlight throughout th 


www.archlighting.com ARCHITECTURAL LIGHTING 19 


IN FOCUS 


CRYSTALS, CITYCENTER 


A SYSTEM OF CATWALKS STREAMLINES MAINTENANCE BY INCREASING ACCESS TO LUMINAIRES 


Project Crystals, CityCenter, Las Vegas Client MGM Mirage, Las Vegas Design Architect Studio Daniel Libeskind, New York Architect of Record АА! Architects, Toronto Interior Designer/Architect The Rockwell 
Group, New York Lighting Designer Focus Lighting, New York Project Size 500,000 square feet Manufacturers B-K Lighting, ETC, Edison Price, Lighting Services Inc, Martin Architectural, Philips Color Kinetics 


The building envelope, extra-tall ceiling heights, and sloping surfaces at Crystals presented several challenges when it came to the placement and accessibility of the light fixtures. Focus Lighting devised a system of ceiling 
slots to house the luminaires, which keep the ceiling planes free from “visual clutter.” During the day the space is infused with a complement of natural light from a series of skylights. 


One of the first issues that Focus Lighting addressed when the firm designed the lighting 
layout for the Crystals shopping mall—the signature retail component of the new City- 
Center development in Las Vegas—was where to place fixtures within the vast volume of 
its commons’ high ceilings, some of which are as high as 120 feet. Architect Daniel Libe- 
skind wanted the oblique geometries of the interior to be visible to visitors and sent a clear 
message to the rest of the design team that he wanted to keep the architecture clean. This 
meant that hanging a catenary truss system to support the lighting equipment would be 
out of the question. So Focus Lighting devised a solution that groups luminaires in a series 
of discretely located recessed slots in the ceiling and wall planes. 

“We collaborated with the architects to get the slots just right,” explains Paul Gregory 
of Focus Lighting. "We'd draw the slots and send them to Libeskind's office. They'd think 
about it for a week, then move them a bit and send the drawings back. We were thinking 
about how we were going to get a maintenance guy up there to change the lights, and 
[Studio Daniel Libeskind] was thinking about how the slots looked in the ceiling. In the end 
we worked it out so that the openings are 30 inches across." 
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While most of these slots are reached by boom lifts, some are positioned either too high 
up on the ceiling, above the Grand Stair, or above interior features such as the water sculp- 
tures "Glacia" and "Halo." As a result, Focus Lighting convinced client-owner MGM Mirage 
to build catwalks in four locations to access six areas with lighting equipment that would 
otherwise have been inaccessible. Without these, maintenance on these fixtures would 
have been a nightmare. 

At the time that the decision to go ahead with the catwalks was reached, the steel for 
the project had already been ordered and there was no possibility of going back to integrate 
pathways for the catwalks into the structural steel. Focus Lighting then worked with both 
Studio Daniel Libeskind and the Rockwell Group to find access points that would work 
best, allowing the catwalks to be threaded through the ceiling's trusses. "I actually crawled 
under a table to convince [the architects] that you can climb over and under a beam," says 
Stephanie Daigle, a designer at Focus Lighting who was on site to see the lighting details 
through before the project opening. As a result, this inventive use of access catwalks make 
all the difference in ensuring that the lighting will continue to perform as intended. As 
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To understand the complexity of the architectural envelope, 
Focus Lighting built a model (top and above) to study the inter- 
action of light in the space and understand the ceiling-plane 
alignments to locate fixtures and access the catwalks. 


1 FLUORESCENT WORKLIGHT 
2 VERTICAL HANGERS CONNECTED DIRECTLY TO BEAM 


3 STEEL BRACKET LIGHTING SUPPORT, HEIGHT ADJUSTED ACCORDING 
TO LOCATION 


Т1/2-1МСН PIPE RAIL TO HOLD LIGHTING EQUIPMENT AND FIXTURES 
6-1МСН METAL STUD 


THEATRICAL FRAMING PROJECTOR 


чол & 


REMOVABLE WIRE MESH MOUNTED ON STEEL FRAME TO PREVENT 
ACCESSORIES FROM FALLING THROUGH DURING AIMING AND 
MAINTENANCE 


BUILDING TRUSS 


9 STEEL C-SECTION ATTACHED TO STRINGER WITH STEEL ANGLE, 
GALVANIZED STEEL GRATING FASTENED TO STEEL ANGLE 


10 CONTINUOUS GUARDRAIL AND HANDRAIL WITH INTEGRATED 
CONVENIENCE OUTLETS FOR POWER SUPPLY 
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THE NEXT GENERATION OF LUMINAIRES 


infinity by bartco™ е to find out more, stop by-booth 821 


at LightFair 2010, or visit www.bartcolighting.com 
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PRODUCT GUIDE 


EDITED BY Sallie Moffat 


Now in its seventh year, ARCHITECTURAL LIGHTING'S ANNU- 
al product issue showcases the lighting industry's latest 
offerings. With close to 200 products in 12 categories, this 
issue is our largest product guide to date. A|L's focused 
look at luminaires and related lighting products presents 
a robust view of the industry and, in its own particular 
way, reflects the current pulse of what's happening in the 
marketplace. Categories may come and go, but the vari- 
ety of product offerings does not. 

The 
ARCHITECTURAL LIGHTING's readers with the latest product 


as always, remains how to present 


challenge, 


information so that lighting designers and architects are 
up to date with new releases that they can add to their 
palette of lighting tools. There was no shortage of prod- 
ucts this year, and in fact, contrary to what the current 
economy might indicate, companies have not aban- 
doned research and development. Rather, many manu- 
facturers are putting even more resources behind R&D 
so that they are poised and ready to seize the opportunity 
when the economy does fully rebound. 

‘Two things are readily apparent in reviewing this 
year's class of products: the large number of LED fixtures 
and their saturation of the market, and how the playing 
field has changed for lighting manufacturers. Even if a 
company has new and exciting non-LED fixtures, light- 
ing manufacturers are more interested in promoting their 
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solid-state offerings, no matter the innovative and intrigu- 
ing features of the other non-LED products. LED lumi- 
naires have made particular headway in outdoor lighting, 
especially in street and roadway lighting. Manufacturers 
that once were cautious about entering the solid-state 
arena have now thrown their hats in, and it is fair to say 
that all the major lighting companies are devoting seri- 
ous attention to LED products. 

It is also clear that the lighting industry is now in the 
hands of a few select companies. But many questions 
about market consolidation still do remain. How will 
companies once known as independent businesses func- 
tion within a larger parent superstructure? Will their 
names endure as recognized entities or will they give 
way to hyphenation or an obscure acronym? Is there 
enough diversity in the industry for continued experi- 
mentation, a free exchange of ideas, and fair pricing 
structures? While it still might be too soon to say, the 
market usually finds a way of sorting itself out, and one 
can only hope that high-quality, innovative products will 
remain at the forefront of the industry. 

Different years produce different product development. 
cycles, and the quantity of market-ready luminaires never 
ceases to amaze. But that begs the question: Are there ever 
really any new products? The answer is yes. So turn the 
page to see the lighting industry's latest innovations. аја 
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EUREKA 
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POSTING ON A SPAGE SUIT 


T MAKE YOU AN AsTROPH UD 


And It Won't Get You to the Moon. 


Great achievements require a clear vision, boundless enthusiasm, a commitment to hard 


work and a magical blend of experience, collaboration, patience and stubbornness. 


Our vision is to create high-quality LED lighting and controls systems — volume 


produced for commercial applications. The quest has begun ... the mission continues 


Our LED lighting systems set a new standard in performance that is accelerating the 
adoption of LED lighting. Market-tested and market-approved, LED solutions from Lithonia 


Lighting cut operating costs, enhance lighting quality and support sustainability goals 


LITHONIA LIGHTING’ 


An*sAcuityBrands Company 
Visit us at Lightfair Booth 527 
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LEVITON. 


The smart choice for 
contractors, builders 
and Mother Nature. 


Make the switch to smarter, 
greener choices with Leviton. 


The switch to more cost-effective ways to deliver 
power. To light a building. To run appliances. To turn 
a house into home sweet home. Or a building into 
an efficiency machine. At Leviton, we're a pioneer 
in energy management. Bringing smarter choices 
to our customers — from daylight harvesting 
and self-powered wireless technologies to 
innovative approaches to LEED Certification. 
For more information about the smart choices you 
can make, visit us at Leviton.com 
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THE FUTURE IS ОМ. 


© 2010 Leviton Manufacturing Co., Inc. All rights reserved. 
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LAMPS PLUS 


with compact fluorescent lamps up to 57W 
and T6 ceramic metal halide lamps up to 
150W. Each pendant is available with trans- 
lucent or o two suspension 
options. iis id an LED color 
accent feature that ай amic color to the 
compact fluo; 

only the exterio! 

specific choice: 

quality of light. omegalighting. 


BLACKBIRD L 


Warning: A Spotlight Mini May Cause Exhibit Envy. 


Direct from Milan to the USA, Spotlight Mini architectural fixtures are bright, compact, & gorgeous. 


But don't worry. Your exhibits will still be the center of attention. Explore the whole 
family of Spotlight Mini luminaires at 


my 


108 
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SLOTLIGHT LED 
GENIUS™ ENGINE 


The classic SLOTLIGHT 

benefits - a sleek, 

sophisticated aesthetic; uniform, 
uninterrupted lines of light, 

and an array of options 

- with the latest in 


energy-efficient LED technology. 


www.zumtobel-LED.com 


g.com/produc! 


HUMANERGY BALANCE - 
lighting solutions for the balance 
among the environment, energy, 
and the individual. 


nfo 


Superior glare control, without 
dark spots or LED images. 


Consistent performance, output, 
and color temperature over time, 
and from luminaire to luminaire. 


Complete Zumtobel system: 
GENIUS™ LED engine, ATM™ 
thermal management, and 
SMOOTH™ optic. 


Five year system warranty. 


Ш ZUMTOBEL 
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SEA GULL LIGHTING LED Si 
Measuring approximately 734 inches in diameter and 114 in 


Mount Downlight was creati 
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USAI BeveLEI 
An addition to USAI's Bevel 
family of products, BeveLED is 
an adjustable LED downlight 


that features advanced thermal 
management and a 50,000-hour 
lifespan. The fixture is equipped 
with interchangeable lenses that 
allow for beam spread adjust 
ments and high-efficiency 

10W and 20W, 3000K, field 
replaceable LED light engines. 


It also meets the industry's most 
stringent standards for energy 
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Finally, 


LED Technology that delivers on its promise. 


At just 7 watts, element delivers the equivalent of a 70-watt incandescent in 
both light output and quality thanks to a single, powerful (and very new) MCX LED. 


Learn more about Element's revolutionary 


MCX LED Technology at humanscale.com. Humanscale 


e 
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LITON LIGHTING 3-Inch 
Mini-Arc LED Downlight 

The 3-Inch Mini-Arc LED 
downlight is Energy Star- 
qualified, consumes only 9W 
of energy, and provides more 
than 360 lumens. Using Cree's X-lamp 
LEDs, the luminaire features a deeply 
regressed LED array for glare-free environ- 
ments, while housings are available with flicker-free 
dimming and have a certified lifespan of 40,000 hours. 
Trim options include wallwash, lensed, and open trim 
designs, with trim finishes in white, black, natural, copper, 
and mocha. liton.com CIRCLE 130 


KURT VERSEN T4/T6 Metal Halide Downlights 

Kurt Versen developed this line of round downlights, 
wallwashers, directional, and slope fixtures to optimize the 
performance of low-wattage T4 and T6 metal halide lamps 
and to meet stringent energy mandates. A complete line of 
4- and 6-inch apertures are available in four wattages: 20W, 
39W, 70W, and 150W. The 20W and 39W lamps are best 
suited for low ceilings (8 feet to 20 feet high); the 70W and 
150W lamps are appropriate for medium- and high-ceiling 
applications. A supernarrow optical system can be utilized 
for very high ceiling heights (up to 70 feet high). The opti- 
cal system is very efficient, up to 85 percent, with minimal 
visual view of the light source. Multiple beam spread op- 
tions (from narrow spot to wide flood) allow for highlighting 
or general illumination. kurtversen.com CIRCLE 131 
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GOTHAM 
Lightshield 
Providing attractive yet 

rugged tamper-proof protection for 

Gotham's recessed downlights, Lightshield gives de- 
signers the ability to achieve vandal-resistant lighting 
without sacrificing performance or aesthetics. Easily 
installed over the housing and trim assembly of most of 
the company's 6- or 8-inch open-aperture luminaires, it 
can accommodate lens combinations up to % inch thick 
and also provide IP55 ingress protection. Lightshield 
comes in a wide selection of color finishes and lens 
types and, when ordered with a polycarbonate lens, has 
a full lifetime warranty covering damage incurred from 
physical abuse. gothamlighting.com CIRCLE 128 


NORA LIGHTING LED Recessed Downlights 

Available with small apertures and high lumen output to 
accommodate a wide range of new construction and reno- 
vation projects, Nora Lighting's LED Recessed Downlights 
are Title 24-compliant and come in three 120V models: a 
3%-inch aperture (10.5W) with an output of 500 lumens 

at 3000K; a 4%-inch aperture (14W) with an output of 622 
lumens at 3000K; and a 5%-їпсһ aperture (14W) with an out- 
put of 635 lumens at 3000K and 710 lumens at 4200K. Each 
has a CRI of 86, is rated for 50,000 hours at 70 percent lumen 
maintenance, is cUL listed for wet locations, and contains a 
triple-laminated lens. noralighting.com CIRCLE 129 


MP LIGHTING L141 

A 13W LED downlight with a field-replaceable lamp 
and light output equivalent to that of a 50W MR16 
source, the L141 is a 4-inch recessed luminaire featur- 
ing a simple yet versatile design and is suitable for 
both commercial and residential applications. It is 
available with color temperatures of 3000K or 5000K, 
with a round or square trim, and in a black or white 
finish. Designers can also specify a dimming or non- 
dimming version. mplighting.com CIRCLE 132 
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IALD EDUCATION TRUST BENEFIT DINNER 
& 27TH ANNUAL IALD INTERNATIONAL 
DESIGN AWARDS PRESENTATION 


THURSDAY, 13 MAY 2010 
RENAISSANCE LAS VEGAS HOTEL 
LAS VEGAS, NV USA 


JOIN YOUR PEERS IN CELEBRATING EXCELLENCE IN LIGHTING DESIGN 
AS WE HONOR THE RECIPIENTS OF THE 27TH ANNUAL IALD 
INTERNATIONAL LIGHTING DESIGN AWARDS, PLUS DEMONSTRATE 
YOUR DEDICATION TO THE DEVELOPMENT OF THE ARCHITECTURAL 
LIGHTING DESIGN INDUSTRY AT THIS ANNUAL INTERNATIONAL 
FUNDRAISING EVENT FOR THE IALD EDUCATION TRUST. 


PROCEEDS FROM THE BENEFIT DINNER ENABLE THE IALD EDUCATION 
TRUST TO FUND STUDENT SCHOLARSHIPS, THE LIGHTPLAY STUDENT 
WORKSHOP AT IALD ENLIGHTEN AMERICAS, ATTENDANCE AT IALD 
CONFERENCES, THE GRANT TO ENHANCE LIGHTING DESIGN 
EDUCATION, THE LEARN2LIGHT.COM PROGRAM AND ONGOING OUT- 
REACH TO ARCHITECTURAL AND THEATRICAL SCHOOLS. 


ACT NOW TO FURTHER THE GROWTH AND DEVELOPMENT OF THE 
ARCHITECTURAL LIGHTING DESIGN PROFESSION. TABLE SPONSOR- 
SHIPS AND INDIVIDUAL TICKETS ARE NOW AVAILABLE. 


FOR MORE INFORMATION VISIT WWW.IALD.ORG, CALL +1 312 527 
3677 OR EMAIL KELLY@IALD.ORG. 


IMAGES FROM LEFT TO RIGHT : ALD EDUCATION TRUST PRESIDENT MARK ROUSH | PHOTOGRAPHY © MICHAEL STILLER, 2009 | IALD 
PRESIDENT JEFF MILLER, IALD | 2009 IALD AWARD OF MERIT, THE NEW YORK TIMES BUILDING NEW YORK CITY, NY USA, OFFICE 
FOR VISUAL INTERACTION INC, PHOTOGRAPHY © FRIEDER BLICKLE © OVI | IALD PRESIDENT JEFF MILLER, IALD; 2009 IALD RADIANCE 
AWARD WINNER MARK MAJOR, IALD, OF SPEIRS AND MAJOR ASSOCIATES; 2009 IALD DESIGN AWARDS CO-CHAIRS DIANE RODRIGUEZ, 
ASSOC, IALD AND ANDREA HARTRANFT, IALD | 2009 RADIANCE AWARD, THE AND ATRIUM, 3 RIVER- 
SIDE UK, LONDON UK, LIGHTING DESIGN BY SPEIRS AND MAJOR ASSOCIATES, PHOTOGRAPHY © JAMES NEWTON 


Circle no. 246 or http://archlighting.com/productinfo 


р) 


Jiva JHL AAVS 


IALDEDUCATION TRUST 


products | downlights 


PROGRESS LIGHTING P8022 

tended for use in both new construction and remodels, the P8022 
surface-mounted LED downlight is ideal for single- and multifamily 
applications such as utility and general illumination. Available in color 
temperatures of 2700K and 3500K, the low-profile fixture measures 8 
inches in diameter, meets Title 24 requirements, contains nine LEDs 
that consume just 13W, and features a glossy white finish and a frosted 
acrylic lens. progresslighting.com CIRCLE 133 


COOPER LIGHTING PORTFOLIO LED Downlights 
Offered in 4- and 6-inch apertures, the fixtures in Portfolio's LED 
downlight family use a two-stage reflector system for smooth 
distribution with excellent light control and low-aperture bright- 
ness. Containing an LED system comprised of high-brightness 
white LEDs (with color temperatures of 2700K, 3000K, 3500K, and 
4000K), an integral heat sink, and an optical mixing chamber that 
delivers more than 50 lumens per watt, the luminaires are avail- 
able in lumen packages of 1,000 or 1,400 and they exceed Title 24 
requirements. portfolio-lighting.com CIRCLE 134 


ELITE LED LIGHTING 


RL630/RL607 

А series of LED downlights 

for both commercial and W.A.C. 

residential applications, LIGHTING 

the RL630/RL607 6-inch LEDme Recessed 

LED retrofit modules deliver Downlights 

more than 674 lumens and Designed with 

consume a minimal 14W a clean, architec- 

of power. Energy Star- tural look, LEDme 

compliant, the fixtures are Recessed Downlights 

available with a variety of are engineered for 

baffle and reflector choices, precise thermal and optical 

as well as numerous trim performance. State-of-the-art LEDs 

selections. iuseeliteled.com provide the equivalent light output of a 50W halogen 
CIRCLE 135 lamp and have a potential life of 50,000 hours. The 


dimmable fixtures are available in 2-, 3-, and 4-inch 
apertures with round and square trim styles. The 
2-inch models are adjustable, offering a 40-degree 
vertical tilt, and can be dimmed from 100 to 15 per- 
cent. The 3- and 4-inch versions are available in both 
trim and trimless styles and can be dimmed from 100 
percent to 1 percent. waclighting.com CIRCLE 136 


PHILIPS CAPRI Capri One LED 

The Capri One modular downlight system is now 
available with an LED electrical option, which is 
provided with the reflector attached for easy instal- 
lation and consistent distribution. This addition will 
add multiple color temperatures and wattages to the 
existing Capri One lineup. As before, the system offers 
many frame, reflector, and lamping choices, and 
offers the option to install the downlight frame, 
finish the ceiling, and choose the electrical and 
trim later. caprilighting.com CIRCLE 137 
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AMERLUX | 


COOPER LIGHTING HALO H4 


DELIVERING THE PROMISE OF LED 


Find out why the Rayzer, a new LED modular lighting system 
from Lithonia Lighting, is a cut above the rest! 


Actual Size 


FEATURES 


m 50,000 HOUR L70 LEDs 
C3OOOK with CRI of 85) 


ш DURABLE, ALUMINUM 
LOW-PROFILE DESIGN 


m DIMMABLE 
(using optional step dimmer) 


ao, 12",18" & 24" LENGTHS 


m INCLUDES VERSATILE 
MOUNTING OPTIONS 


APPLICATIONS 

IDEAL FOR TASK, OFFICE, COVE, 
UTILITY AND DISPLAY LIGHTING 
Circle 239 or http://archlighting.hotims.com/productinfo 


See the light f^ A LITHONIA 
LIGHTING. 
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or visit uis at Lightfair - 


Orion, cable suspended luminaire for indirect fluorescent 
and optional direct halogen or metal halide lighting. 
Design, S. & R. Cornelissen. 


Artemide 


ARCHITECTURAL 


www.artemide.us 


Circle no. 95 or http://archlighting.com/productinfo 


LEVITON. 


Green is the new gold. 


In Wireless Lighting Controls, no wires 
and no batteries equal plenty of smarts. 


Our Wireless Sensor was Product of the Year in 
2009 for lots of reasons. With no wires and no 
batteries needed, it's a win for Planet Earth and 
your bottom line. Its range of nearly 100 feet 
makes it the market's long-distance champion. 
Its neutral/no-neutral universal voltage design 
means it's good for any retrofit application. 
And as for beauty, judge for yourself. For a 
closer look at all the smart choices we're 
offering today's building professional, visit us at 
Leviton.com/WirelessOS 

Circle no. 240 or http://archlighting.com/productinfo 


THE FUTURE IS ON: 


© 2010 Leviton Manufacturing Co., Inc. All rights reserved. 
"USGBC' and related logo is a trademark owned by the 
U.S. Green Building Council and is used by permission. 


COOPER LIGHTING NEO-RAY 
Series 52 DIP 

Available with one or two T5/T5HO or T8 lamps, the direct/ 
indirect Series 52 DIP boasts efficiency of over 90 percent to comply 
with numerous energy codes. Providing uniform illumination (60 
percent up and 40 percent down), the semi-specular parabolic louver 
features a ribbed, clear overlay for precise optical control. Available 
in 3-, 4-, 6-, and 8-foot lengths, the fixtures can be hung by aircraft 
cable or stem or they can be canopy mounted. They are compact 

in size—7'4 inches wide by 1% inches tall—and have an extruded 
aluminum housing and mitered ends for a clean finish detail. 
neoray-lighting.com CIRCLE 146 


BARTCO LIGHTING BT6 
A family of luminaires designed 
around a T6 fluorescent lamp, 
BT6 is equipped with side-mounted 
lamp pins, enabling the lamp ends to be 
mounted very close together for increased lumen 
consistency. Ideal for applications where exposed 
fluorescents are desired, the slender geometric fixtures 
are available in five lengths (from 20 inches to 60 inches) and 
seven color temperatures (from 2500K to 6500K), all rated at a CRI 
of 88 and a 20,000-hour lamp life. bartcolighting.com CIRCLE 149 
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COOPER LIGHTING CORELITE i2 Series 
The next generation of Corelite's Iridium family, 
the i2 Series of Т5/Т5НО direct/indirect fixtures features a 

generous open center aperture for versatility in optics, lamping, and light 
distribution. Available with adjustable up- and downlight optics, complete 
with the company's Slide-N-Lock optics accessory, the luminaires can be 
mounted individually or continuously in a series of 4-, 8-, and 12-foot sec- 
tions. Made from one piece of die-formed cold-rolled steel to form a 9-inch by 
2%-inch profile, each fixture has a linear prismatic fully frosted acrylic lens, 
standard aircraft cable mounts, and a white polyester powdercoat finish. 
www.corelite.com CIRCLE 147 


SPI LIGHTING Stile Tryg 
Functioning as a direct or indirect high-power 
luminaire, Stile Tryg produces high lumen 
levels (with a total output of 2,041 lumens 

per 2-foot fixture) and utilizes multiple beam 
spread options. Suitable for both indoor and 
outdoor projects, it is IP66-rated; comes in 
stem-, cable-, wall-, and ceiling-mount con- 
figurations; and is available in three white LED 
color temperatures (2700K, 3500K, and 4500K) 
as well as amber, blue, green, and red. It also 
contains six or 12 LEDs per foot (depending 

on output) and has a CRI of 80. spilighting.com 
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LITHONIA LIGHTING RTLED 
Suitable for office buildings, retail locations, classrooms, 

and healthcare facilities, RTLED is volumetric recessed LED lighting 
that delivers ambient white light. Three configurations are available: a 
2-foot-square fixture that delivers 3,300 lumens for use when high light 
levels or higher mounting heights are needed, 2,200 lumens for gen- 
eral application levels, and a 1-foot by 4-foot fixture also delivers 2,200 
lumens. Each fixture has a 50,000-hour-rated system life, is made from 
recyclable components and materials, and, with its compact design, 
measures only 3'/s inches deep, Jithonia.com CIRCLE 150 
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FITI Shiner LED Recessed T Bar 

A slim and compact fixture that fits most grid ceilings and provides 

an economical solution for a variety of retrofit projects, the Shiner LED 
Recessed Т Bar (model DT1-040C) has а 1 optical design that dis- 
tributes light evenly and creates a glare-free environment. Measuring 
approximately 2 feet square, the 38W luminaire has a color temperature 
of 5026K, delivers 75 lumens per watt, produces a total output of 2,848 
lumens, and has a CRI of 70. www.foxsemicon.com CIRCLE 151 


MARK ARCHITECTURAL LIGHTING Fin Ser 


A decorative accent fixture with a clean, geometric form 


the Fin Series is ideal for makir 


statement, creating intriguing patterns of light, or € ther design eleme! le and 
functional, it can be mounted horizontally or vertically, is available 12 p 
8 feet, and is available with clear sides and fros iges or in solid t „м — 
In addition to choosing either Т5 or TSHO lar — 


can specify the depth below the fixture door to be - 
2, 3, or 4 inches. marklighting.com 
CIRCLE 152 of 


LITECONTROL 120 


square-inch lin 
4-, 6-, 8-, 10-, and 12 


foot and featuring 


foot lengths. Containing 


1 VC4 lens—the company's omponent 


that creates 


ns sure individual LEDs 
and control glare—the fixture draws only 6.85W per foot, 
is offered in color temperatures of 3500K and 4500K, and 
comes in machined alu white with flat or 
aps. litecontrol.com CIRCLE 153 
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WALDMANN LIGHTIN 
Tycoon Sail 


> an optimal lic 


m for office en 


vironments, Waldmann Light 
ing has added Structurelab's 
RX1 r 


sail system to its Tycoon free 


ction and acoustic 


standing and desk-mounted 
luminaires. Ideal for high 
ceiling applications and 
ystem 


ction of the 


large offices, the sail 


provides redir 


fixtures' uplight component 


as well as acoustica 


sound 
absorption in open ceiling 
Available for both 


w and wide redistribu- 


paces 


solutions 


по: 


m is 
offered in single or modular 


canvas combinations 


0 
variants with different types of 
fabrics. waldmannlighting.com 
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VODE LIGHTING 100 Series 

The 100 Series of modular light rail systems is now available 
with Osram Sylvania's HF2 Narrow LED Module. Offered in 
ceiling-, and table-mounted versions, the luminaires 
n three single- or double-rail profiles box, and 
wing—up to 6 feet in length (depending on lamp and 
rail type). They feature a quick-connect wiring 
har low- and high-density LEDs in 

color temperatures of 3000K, 3500K, 
and 4100K; and brushed alu- 
minum or black anodized 
finishes. vode.com 
CIRCLE 157 
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LEDTRONICS CLL2X2-400-TPW-001W апа CLL2X2-800-TPW-001W 
LED replacements for recessed T-bar fluorescent ceiling luminaires, 
CLL2X2-400-TPW-001W uses only 24W of power, replaces 2-foot by 2-foot 
standard 64W fluorescent units, and delivers 1,840 lumens. The CLL2X2-800- 
TPW-001W consumes less than 36W, replaces 80W fluorescent fixtures, and produces 
2,753 lumens. Operating on a voltage range of 100V to 277V, each model delivers 5000K 
pure-white light with a CRI of 75, and has an average life span of more than 50,000 
hours. The luminaires are easily installed using existing fixtures and are constructed of 


COOPER LIGHTING CORELITE 
lass R2R T5 Recessed Retrofit б 
Designed to reduce energy costs and carbon footprints, 
the low-profile Cla: 2R T5 Recessed Retrofit saves 
time. Because of its innovative assembly 
includes captive hardware and a quick 
feed—one fixture can be easily installed in less than 10 
minutes, according to the manufacturer. The luminaire 
features a matte white reflector that creates a soft illumi- 
ts lumens to 


:sign—which 


onnect power 


nation and a frosted acrylic lens that trans 
both the task and vertical room surface o features 

a 3-inch depth; takes one, two, or three HO lamps; 
reduces lighting costs; and comes in 2-foot by 2-foot and 
2-foot by 4-foot з. www.corelite.com CIRCLE 158 


LAM LIGHTING HPE Series 

Offering high-performance, low-energy indirect cove 
lighting, the HPE 1 line of modular low-profile 
fixtures that fit discreetly against ceiling and wall coves 
Available in 2-, 3-, 4-, and 8-foot lengths, they easily 
snap together with optional quick-connect wiring and 
end brackets. Attached to each housing 
is a highly polished, computer-aided 
specular aluminum reflector system 
that directs maximum emitted 
light into the space. Its saw-tooth 
baffle eliminates shadows and 
minimizes back splash, and, 


ries is 


when combined with "kicker" 
reflectors and a white dif- 
fused front edge, virtually 
eliminates socket shad- 
ows, Illumination is 
provided by one T5 
(shown), T5HO, or 

T8 lamp. lam 
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EUREKA Billow w lighting.com 
Architectural yet soft, Billow provides indirect illumination. Able to be installed horizontally k CIRCLE 351 
or vertically, and available in pendant, surface, and wall models (shown), it measures 
7 inches wide, just over 1% inches tall, and comes in lengths of 4 and 8 feet. The fixture— 
which is offered in white, chrome, or satin aluminum anodized finishes with chrome 
end caps—takes two 28W Т5 fluorescents (5 e Mount), two 28W or 54W T5/T5HO < 
fluorescents (pendant), and has a dimming option when used with 54W ТБНО lamps. 4 
www.eurekalighting.com CIRCLE 159 » 
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Get beautiful light without the 
heat and waste of traditional 
bulbs. The new Cree LRP-38 LED 
lamp is the first directional light 
that gives you a focused, vibrant 
beam of light while using 75% less 
energy than halogen lighting. 


Cree TrueWhite™ technology 
creates quality light that displays 
colors beautifully (CRI of 92 ata 
color temperature of 2700K) and 
produces very little heat—so it’s 
safe for even the most delicate 
display. And because it needs 
only 12 watts of input power and 
is designed to last up to 50,000 
hours, you don’t have to choose 
between beauty and efficiency. 


Join the LED Revolution and 
visit us at LightFair Booth 149 or 
online at CreeLEDLighting.com. 


www.CreeLEDRevolution.com Circle no. 61 or http://archlighting.com/productinfo E 


Energy Efficient 
CFL | CMH 
T5 | LED 


See Delray At 
AIA Miami 
Booth No. 2531 


Circle 68 or 
http://archlighting.hotims.com/productinfo 
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MP LIGHTING [111 
Suitable for use as a ceiling 
or hallway luminaire, the L111—a 
linear striplight—provides general ambi- 

ent lighting for commercial applications. Provid- 
ing up to 100 lumens per watt using 1W LEDs spaced 

at 1, 2, or 4 inches on center, it is available in 2-, 4-, and 6-foot 
lengths and comes with a standard 6-foot drop (custom drops can also 
be specified). The anodized aluminum, canopy-mounted fixture also comes in 

five color temperatures with beam spreads of 12, 30, or 60 degrees, and is powered by 
a surface-mounted driver with optional dimming controller. mplighting.corn CIRCLE 352 


ALUMENS 8-РО Series 
The 8-PO Series is a line of quarter 
round pendant luminaires ideal for use in 
schools, offices, and hospitals. Offering a 
wide, even light distribution, they take 
one or two Т5 or ТБНО linear fluorescent 
lamps (28W or 54W), which are shielded 
1 by a choice of high-impact-resistant, 
curved acrylic, no-glare lenses—solid or 
Y with 20-percent surface perforations— 
| and optional cutoff inset blade baffles. 


Each has an overall height of approxi- 

\ mately 5% inches, measures 7% inches 

| wide, апа is 48 inches long, Dimming and 
emergency ballasts are available, as are 
aisle and 360-degree occupancy sensors. 
alumen-8.com CIRCLE 353 


FOCAL POINT VervelV 

Anew member of the Verve family, Verve IV combines a classic curved shape with 
high-performance optics and new shielding options. Ideal for a variety of environments, 
including classrooms and commercial interiors, it can be specified with a radial baffle, 

a flat baffle, or a parabolic louver to deliver 40 percent downlight as standard. With the 
addition of optional reflectors, that downlight can be increased to 100 percent. The flexible 
luminaire comes in 4-, 8-, and 12-foot lengths that can be joined in continuous rows, can 
accommodate up to three T5 or T8 lamps, and is available with a selection of frosted and 
patterned lens options. focalpointlights.com CIRCLE 354 
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Introducing a new range of 2.9" and 4.75" precision optic LED Downlights 
that provide high lumen output with the perfect combination of aesthetics 
and performance with excellent visual comfort 


Introducing the industry's best LED lighting fixture warranty 
Amerlux is proud to back our LED products with a five-year 


ZUMTOBEL 


SVENE тер limited warranty. This warranty represents our promise їо 


you that our LED products will be free from defect in 
material and workmanship for a period of five years from t } minal 
date of manufacture 


amerlux 


GLOBAL LIGHTING SOLUTION 


1e lumine 


| 

5 
Our high-performance, 
energy-efficient lighting solutions speak volumes. Our expert 
sales force is fluent where your specifications, timing and 
budget are concerned. For this and other LED solutions, call 
973.882.5010 or visit www.LEDforRetail.com 


Circle 99 or http://archlighting.hotims.com/productinfo 


Simplicity 


lighting that works 


American 
Fluorescent 
design, efficiency, technology 


For up-to-date lighting options, go to al.american fluorescent.com 


Circle no. 245 or http://archlighting.com/productinfo 
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ALUMENS 8-С5 Series 
The 8-CS Series, otherwise known as the “Incarcer8" series, provides durable contractor 
installed ambient lighting solutions for correctional facilities, jails, and prisons that utilize 
two high-performance T8 or T5 linear fluorescent lamps. Tough and resistant to damage, the 
surface-mounted fixtures have an ultrarigid V-shaped design constructed from heavy-duty 
16-gauge cold-rolled steel or stainles and come with a choice of high-impact-resistant 
clear polycarbonate or clear tempered gli 2s. In addition to high-voltage ballasts and 
emergency battery-pack backup power, dimming ballasts and occupancy sensors are also 
offered. alumen-8.com CIRCLE 359 


len 


COOPER LIGHTING METALUX HBI Series 

l A solution for high-mounting-height indus- 
trial or retail applications, the HBI Series 
has been optimized to provide maximum 
т performance from Т8 апа Т5 lamps, while 
an optional uplight component can be 
specified for excellent ceiling uniformity. In 
addition to a high lumen package, high color render- 
ing, and 95 percent lumen maintenance, the series delivers 
'onomical dimming, and uniform brightness control. It is 


long lamp life 
available with four, five, or six TSHO or T8 lamps. metalux-lighting.com CIRCLE 360 


MORLITE 8700 Series 

With its one-piece die-formed, 
16-gauge cold-rolled steel 
housings and UV-stabilized, 
injection-molded polycarbon- 
ate wraparound clear prismatic 
lei the 8700 Series is well 
suited for a range of commercial, 
institutional, and industrial locations. The 
fixtures—offered in ceiling-, wall-, and pendant-mounted 
models—can mount individually to numerous types of ceilings and 
walls such as concrete, metal, plaster, and drywall, and take one, two, three, 
or four 17W or 32W T8 linear fluorescents, or 14W or 54W T5HO lamps. Offered 
in 2- and 4-foot lengths in 5-, 9-, or 13-inch widths, they come in a range of 
standard or custom colors. morlitesystems.corn CIRCLE 362 


MORLITE VLP Series 
Also ideal for industrial locations, the VLP Series of low-profile linear fluorescent and sconce fixtures 
offers four vandal- and abuse-resistant surface-mounted models. Made from marine-grade aluminum, 
the ADA-compliant luminaires have a surface-hugging, smooth curved-edge design that is aesthetically 
appealing and durable enough to deflect accidental damage or vandalism. Able to be wall, column, or 
even ceiling mounted—individually or in continuous rows—the IP55-rated fixtures come in 7- or 11-inch 
widths, have a sturdy polycarbonate lens, 
and are offered in a range of standard 

or custom colors. Linear models are 
available in lengths of 2-, 4-, and 8-feet 
while sconces measure 12 or 18 inches 
morlitesystems.com CIRCLE 363 
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HOLOPHANE Petrolux Ill 

A reliable, flexible solution for lighting in harsh environments, 
including classified hazardous locations, Petrolux Ш indoor/outdoor 
luminaires are well suited for wastewater treatment, power genera- 
tion, and petrochemical production plants. Able to accommodate à 
wide range of light sources—metal halide, high-pressure sodium, 
compact fluorescent, and induction lamps—and wattages, from 50W 
to 400W—the fixtures also provide several optical and mechanical 
feature options including universal mount and the external capaci 
tor module, which extends the life of the ballast system by up to four 
times over a standard HID fixture. www-holophane.com CIRCLE 361 


MORLITE Defiant Il 

A family of high-per- 
formance, vandal- and 
abuse-resistant indoor/ 
outdoor wall- or ceiling- 
mounted luminaires, 

the Defiant П features a 
surface profile of less than 
4 inches that provides 

a crisp, contemporary 
appearance. A selection of 
light-shaping decorative front. 
lens accessories can be specified, 
such as open bezel, eyelid, cross, or 
slotted eyelid. Illamination is provided 
by a choice of triple- or quad-tube 
compact fluorescent, metal ha- 
lide, or high-pressure sodium 
lamps. The ADA-compliant 
fixtures are offered in black, 
white, or bronze finishes 
with clear or white opal 
lenses. Custom colors can 
also be specified. morlite 
systerns.com CIRCLE 364 
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Get outstanding performance, longevity and efficiency from the leaders who incepted 


an advanced LED luminaire design. Continuous innovation is our path to extraordinary 


product versatility that delivers an infinite number of energy-saving lighting solutions. 


It's why BetaLED is recognized throughout the world for proven performance. 


Don't miss us at LIGHTFAIR? May 12 — 14 


BetaLED® 


Timely * Valuable * Insightful 
Visit booth #1031 to take a break 


In addition to an outstanding product display, learn 
from industry leaders about: 


* LED vs. Induction 
* Five Tips to a Fair Comparison 
* Have you considered solar? 


* Great Expectations / Great Applications ‘ 


A Division of RUUD LIGHTING 


beta 
00000000 
°8° 
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OSRAM SYLVANIA MCP200W LUTRON Me 
An addition to the Metalarc Powerball family c 
halide lamps, the MCP200W represen 
in arc tube design over the cylindric 
cally used, Thanks to its spherical si 
and construction method, its thermal character 5 

xd, resulting in longer life (it is rated for 20,000 
consistent ci 
than 95). www.sylvania.com CIRCLE 365 
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PHILIPS ADVANCE Optanium T8 347V Instant Start 

Expanding the offerings in its Optanium family of ballas 
347V option for one- to four-lamp fixtures that use standarc 
T8 lamps in commercial, institutional, government, and educa 
ments. Available in either normal or low-ballast-fac! 


elium 


s, Philips 


and en 


ersions, the 


features an instant start, independent lamp operation 
The ball: an cold start at minus 20 F for outdoor applications. 
four-lamp models meet the Consortium For Energy Efficiency's Hydro Québec 
and BC Hydro's energy-efficiency requirements. philips.com CIRCLE 369 
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WATTSTOPPER Multi-Way Wall Switches - 
These new Multi-Way Wall Switch occupancy sensors ar@ geared for meeting code in commercial spaces with 
more than one entrance or switch location. The sensors offer full-function multiway control using traditional three- 


and four-way. wiring. The senso: 
WattStopper's patented dual technology models. As in all of the company": 


provide the first-of-ite-kind dual-relay multiswitch in passive infrared (PIR) and 


sensor lines, the switch is available 


with an LED nightlight component in three color options. Up to four sensors can be wired together to provide full 
control for a space and each sensor covers an area of 180 degrees, The sensors operate on 120V, 230V, and 277V. 


wattstopper.com CIRCLE 373 


LEVITON LevNet RF 


OSRAM SYLVANIA 
Dulux EL Twist-n-Dim 
Providing excellent per- 
formance, color quality, 
and energy efficiency 

at affordable prices for 
residential and hospital- 
ity applications, the 
Dulux EL Twist-n-Dim is 
a medium-base compact 
fluorescent lamp with 
an integrated dimmer 
Located at the base of 
the lamp, the dimmer 
smoothly varies the light 
from 100 percent to 20 
percent of rated light 
output. The 23W lamp 
(which is equivalent to a 
100W incandescent) has 
a color temperature of 
2700K and a rated life of 
8,000 hours. www 
sylvania.com CIRCLE 374 


THOMAS RESEARCH PRODUCTS 
Energy Saving Toggle Switch 

A bi-level or tri-level universal-voltage lighting 
control, the Energy Saving Toggle Switch 
(ESTS) raises or lowers light levels in any 
fluorescent fixture employing two separate 
ballasts and up to eight lamps, all from a s 
wall-mounted switch. Well suited for u 
office buildings, schools, and manufacturing 
plants, ESTS lends itself for use with е 
utility demand-management energy: 
tion programs. Compact and impact-resistant, 
it is energy efficient, energy-saving, economi- 
cal to purchase, and has à long operating 
with no routine maintenance required 
thomasresearchproducts.com CIRCLE 376 
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CRESTRON ELECTRONICS 

TPS-6XNL Touchpanel 

Applicable for hospitality and residential applications, 
the TPS-6XNL touchpanel, because it has no latching 
hardware, offers easy docking/undocking access and 
portability. When docked, the touchpanel makes a fully 
functional wired Cresnet or Ethernet connection with full 
motion video display capabilities. Lift the panel off the 
dock and it automatically switches to a wireless radio 
frequency (RF) device. The TPS-6XNL is capable of long 
range, high-speed, two-way RF communication up to 
200 feet and one-way infrared (IR) communication. The 
panel operates within IEEE 802.15.4 protocols so there 
are no Wi-Fi challenges. Illuminated pushbuttons provide 
easy navigation and an Isys graphic engine enables 
dynamic text and graphics. crestron.com CIRCLE 375 
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LUTRON EcoSystem T4 

Compact Fluorescent Lamp Ballast. 

Lutron's E: xm technology has been expanded to 
this new line of digital dimming ballasts for T4 compact 
fluorescent lamps. The digitally addressable ballasts of 
fer "plug-and-play" adaptability. One model can control 
either 26W T4 four-pin quad- or triple-tube lamps, or 
32W or 42W T4 four-pin triple-tube lamps. The ballasts 
dim lamps from 100 percent to 5 percent, and achieve 
efficiency with less than 1W standby power. The ballast 
salable, meaning it can work for a single room 
or an entire building and is compatible with Lutron's 
Grafik Eye OS control system. Jutron.com CIRCLE 377 
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Expanding its commercial energy-management offerings, Leviton introduces the LevNet RF wireless, self-powered line. With no wires to run, the family of devices reduces labor and material costs, 
and is quick and easy to install. And thanks to self powering, the units are maintainance-free with no external power or batteries required. Able to meet a wide range of application requirements in 
addition to occupancy detection, the devices can be used for single-pole on/off switching, multilocation switching, HVAC control, motor control, and more. The family of products includes: wire- 


le 
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iensors and companion wall switch and remote receivers; remote switches for lighting and temperature control; and three- and five-way line-voltage relay receivers. Jeviton.com CIRCLE 378 
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www.VisaLighting.com 
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SMART SUSTAINABLE LIGHTING 
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TRE'O' SmartPanel SmartWall TRE'O' 
Exterior Architectural LED Lighting LED Illuminated Graphic Panels LED Illuminated Wall Systems Interior Architectural LED Lighting 


STRUCTURE ILLUSION СОМРАСТ-5' VAS" 


Architectural Lighting System Interior/Exterior Linear Luminous Lighting Diminutive Indirect & Wallwash Fluorescent Elegant Indirect Lighting 


MASQUE’ ARIDA FLUORESCENT EURO ЕХ-5` 


High Performance Facade Lighting Architectural Linear Fluorescent Lighting Vertical Luminous Columns Diminutive Linear Fluorescent Lighting 


Our mission is to develop innovative new products to assi g challeng 
By creating functional, aesthetic and energy con 


performance of a working environment 
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LED WAVES 
Challe: 2.0 Tube 
An LED replacement w + 


lamp for a T8 fluc 


cent tube, the Challenger ` 
2.0 Tube contains 360 LE 


which, according to the company ~~ 


make it 15 percent brighter than 


conventional T8 lamps while using less 


than half the electricity, and last seven to 

eight times longer. Available in neutral white 
(4500K) and cool white (6500K) color tempera 
tures with a CRI of 80, it delivers 1,500 lumens at 
a beam angle of 120 degrees, has a lifes 1 of 80,000 
hours, consumes just 18W, and meast 


ledwaves.com CIRCLE 385 


eet long 


LED CONCEPTS Supra-Light 
Developed for the healthcare industry 
Supra-Light designer illuminators contain 
state-of-the-art LED light engines driven 
by EMI-free remote power supplies. Made 
from aluminum extrusions, they are thin and 
lightweight, easy to install in any ceiling 
configuration, and offer 10 different light: 
panel designs for a wide range of appearanc 
es, Additionally, Supra-Light provides bright 
sealed 
to eliminate cavities where airborne bac 


even illumination; is ferrite-free and 


oria 


or viruses could be trapped; can be T-bar 
pendant, cable, or surface mounted; runs on 


a low-voltage stem; and has optional dim 


ming control. ledconcepts.corm CIRCLE 387 


ELDOLED PowerPIX 530 
A string of high-power RGBW LE 
dynamic color applications, the PowerPIX 53( 


ог general 


ghtir 
5 DMX-cor 
and can be integrated into a network or used in a stand 


alone setup. Made v 
ing, and a clear, 170-degree-beam-angle len 


) of a cable, an aluminum hou: 


"Рз are individually controllable over 


fixture 

DMX and have a customizable pitch. While 
users can manipulate the cable to adjust 
the spacing between the LEDs, custom: 

d, as can cus- 
tom cable lengths and lens types, 
eldoled.com CIRCLE 388 


distances can be or 
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BETALED 304 Series 

The first of the company's fixtures to achieve a 
performance of more than 100 lumens 
per watt, the 304 Series LED luminaires 
are ideal for recessed canopy and 
soffit applications. Measur- 

ing 14 inches square with a 
slim, low-profile design, each 
mounts directly to the canopy 
deck and is secured with a die- 
cast aluminum trim frame, contains 

a high-performance heat sink, and is 
sonstructed from die-cast and extruded 
aluminum components. The fixtures have a 
minimum CRI of 70, offer four distribution choices, 
and come in finishes including white, bronze, black, 
silver, and platinum bronze. betaled.com CIRCLE 392 


ECOSENSE LIGHTING EcoSpec Linear INT 


OSRAM OPTO SEMICONDUCTORS Osion SSL 
Suitable for spotlights, desk lights, and ceiling 
floodlights, the Oslon SSL LED measures only SED OLED 
3 millimeters square and consumes just 1W, but 
achieves impressive brightness and a high 
luminous efficiency of 100 lumens per watt. 
Equipped with a beam angle of 80 degrees— 
ideal for injecting light into extemal lenses— 
it also has a low thermal resistance, can be 
combined to form a cluster, and comes in 
ultra-white (5700K to 6500K) as well as 
neutral-white and warm-white color 
temperatures (ranging from 2700K to 
4500K). osram-os.com CIRCLE 390 


JESCO LED LIGHTING SOLUTIONS DL Flex-Up High-Output LED Series 
Constructed from durable, high-temperature, non-yellowing extruded circuit board 
mounting channels, the DL Flex-Up High-Output LED Series flexible linear LED lighting 
Strips are suitable for anywhere static or color-changing architectural or accent lighting 
is desired. In addition to being compact and lightweight, the strips generate little heat, 
will operate for 70,000 hours, and are field-cuttable. LEDs are placed every 5/s inches, 
with 18 LEDs per 11%-inch section, or 540 per 30-foot roll. jescoled.com CIRCLE 389 


ECOdrive, POWERdrive, and LINEARdrive 

This series of integrated and enclosed constant-current and constant-voltage 
LED drivers/controllers from eldoLED includes ECOdrive, a constant-current 
DMX/0-10V model with a single LED current source and four independently 
controlled channels; POWERdrive, a multiple LED current source solution 
for DMX, DALI, and zero-to-10V networks; and LINEARdrive, whic 

ideal for constant-voltage applications. All of these feature an intuitive us 
interface and a wide input voltage range for networked or standalone indoor 
LED lighting applications. Each has a three-button interface with display, 
an easy-to-navigate menu, and is DMX- and LedSync-compatible, allowing 
15-bit dimming and color control, as well as bidirectional communication for 
driver configuration and temperature readout. eldoled.com CIRCLE 381 


COOPER LIGHTING IO 


This linear white-light fixture for interior use has dimming capabilities from 100 percent to 1 percent making it suitable for architectural, retail, exhibit, and display applications. The 


aluminium housing, with a clear polycarbonate diffuser, measures 1.3-inches-wide by 1.2-inches-high and is available in two lengths: 12- or 48-inche: 


long. The luminaire body can 


be rotated to a 120-degree beam angle. Five LEDs make up the linear array and can be specified in either warm-white (2700K) or neutral-white (4000K) color temperatures, both with a 
CRI of 80. According to the manufacturer, the LEDs have a rated life of 50,000 hours. Additionally, the warm-white LEDs achieve a lumen output of 250 lumens per foot and an efficacy 
of 50 lumens per watt. The neutral-white LEDs have a lumen output of 290 lumens per foot and an efficacy of 58 lumens per watt ecosenselighting.com CIRCLE 394 
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XICATO Artist Series 

The Xicato Spot Module line has been ex- 
tended by the addition of the Artist Series, 
a genuine halogen equivalent suited for 
retail, gallery, and museum applications 
Each module consists of an LED array 
within a mixing chamber, located below a 
separated phosphor plate, which increases 
light quality in terms of both uniformity and 
color consistency. Delivering 700 lumens 
(when run at 700mA), they are offered in 
color temperatures of 2700K, 3000K, and 
4000K, and have a CRI of over 95. 
xicato.com CIRCLE 396 


LEDTRONICS 

DEC-A19-5X1W DécorLED Series 

The latest addition to the company's se- 
ries of high-brightness LED replacements 
for A19-style lamps, DEC-A19-5X1W 
DécorLED Series offers softly diffused, pre- 
cision domed lensing that directs light at a 
95-degree beam. Available in warm white 
(3000K) and pure white (6000K), the lamp 
runs on a flexible voltage range of 85V to 
265V and replaces 40W to 50W incandes- 
cent lamps while consuming less than 

7W of power. Containing five 1W LEDs in 
its polycarbonate lens, the lamp delivers 
340 lumens at a CRI of 85. ledtronics.com 
CIRCLE 398 
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TRAXON TECHNOLOGIES 
Dot XL RGB 

Ideal for architectural applicat 
ing full-color lighting effects and video 
animations, Dot XL RGB is equipped with 

six or nine high-performance LEDs per casing 
mounted on a flexible cable. Scalable with a 
customizable pixel pitch option, the multifu 
tional outdoor fixture is equipped with “dots 
that are individually controllable by DMX or DVI 
input signe abling the playing of video con- 
tent or live stream: eo input. Containing up to 
32 dots (wi LEDs) or 40 dots (with six LEDs) per 
asy interconnection and daisy cl 
am angle. traxontechnologies.com CIRCLE 395 
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OSRAM SYLVANIA DLM1100 

An LED module that can be easily 
integrated into a fixture, the DLM1100 
offers directional lighting and is opti- 
xi to replace the traditional light 
currently used in residential and 
commercial luminaires. Providing 1,100 
lumens at color temperatures of 2700K 
and 3500K, the module—which performs 
best in 6-inch aperture fixtures—features 
an optical design that mimics traditional 
light source has a CRI greater than 80, 
and can be dimmed. www.sylvania.com 
CIRCLE 397 


PHILIPS COLOR KINETICS eW Cove MX Powercore 
An LED replacement for high-output fluor 
lights, eW Cove MX Powercore meets or є 
performance of T5HO or two-lamp T8 Rid cent light 

‚ delivering more than 600 lumens per foot. 
{ is available in four color temperatures (rang- 
ing from a warm 2700K to a cool 4000K) in four 
solid colors (blue, green, amber, and red) with 
a wide beam angle. (Medium and narrow 
beam angles will be available mid-2010.) 
The fixture measures approximately 1% 
inches tall, 12 inches wide, and just 

\ under 1% inches deep. I 
tures auto-switching 

which automatically detects 
and adjusts to a variety of line 
voltages. colorkinetics.com 
CIRCLE 400 
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PHILIPS HADCO LumiLock GX1 
For use with new or retrofit refractive globe installa- 
tions, the LumiLock GX1 LED module offers excep- 
tional performance and versatility. Available in 100W 
and 175W models that use less than 50W and 100W of 
energy, respectively, the modules offer dimming control 
field-adjustable asymmetric anc 
patterns within one Opt-Adjust system and 3000K and 
4000K color temperatures. They also 
have a CRI greater than 70, feature 
a cast-aluminum heat sink design, 
and will operate for 60,000 hours at 
70 percent lumen maintenance 
philips.com CIRCLE 399 „ 
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FOSTER TRANSFORMER 


al ар foster-transformer.com CIRCLE 261 
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da CRI of 80. bulbrite.com CIRCLE 262 


and UL-recognized. cree.com CIRCLE 263 
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ARCAT BIM 


This object, plus hundreds more, have all been developed by ARCAT BIM experts, so you can rely 
on them as you do for ARCAT specs and SpecWizards. These 3D objects are packed with all 
the critical product data you need, and are free of charge like all of ARCAT services! 


“We put the info in BIM” 


озм! 
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EVOLUCIA Aimed Optics 

Used in an exclusive series of pole- and surface-mounted roadwe 
vidually lensed, custom-aimed LEDs, Aimed Optics technology can deliver fou 
tribution pattems set by the U.S. Department of Energy anc luminating Engineering Society. 
Greater light output is achieved with the Aimed Optics technology, which provides higher DOE 
target efficiencies, and in turn universally qualifies all of the company’s luminaires for Energy Star 
certification, The luminaires also meet Dark Sky guidelines and LEED certification requirements 
since they minimize light trespass and sky-glow. evolucialighting.com CIRCLE 265 


preferable alternative 


ay and area luminaires with indi- 


and 


standard light dis- 


replac 


ELDOLED LM-DotPico 

Created for LED luminaires that do not need the 150W of power output of the 
company's LM-Dot Connector, the LM-Dot Pico—a 50W RGBW LED driver/ 
controller—is ideal for powering 350mA to 700mA high-brightness LEDs and 
is available in three- and four-channel models. Thanks to LedSync out, the 
controller allows daisy chaining of SSL fixtures and can broadcast running 
sequences to all connected LM Series devices. The controller also provid 
power output of up to 50W and supports a 15-bit control resolution per output 
channel for accurate dimming and fine color mixing. eldoled.com CIRCLE 266 
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OSRAM SYLVANIA True Replacement LED Lamps 
Direct replacements for standard incandescent, 
fluorescent lamps, the True Replacement LED Lamps are an environrr entally 
o existing light sources. Suitable for both commercial 


ENERGY EFFICIENCY AT A HIGHER LEVEL 
OF PERFORMANCE 


LEARN MORE AT LIGHTFAIR 
VISIT US AT BO # ) 


LEDs 


A NEW GENERATION 


* Constructed with ultra-thin thermal fins for maximum heat transfer 
+ Pure anodized aluminum increases thermal conductivity and durability 
+ Lightweight design, weighing up to 40% less than comparable LEDs 


^ ENERGY 
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T:800-528-5555 • www.bulbrite.com • Е: 800-441-7708 
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halogen, and compact 


they provide equivalent light output to their 
CRI with enhanced renderings of 
18W LED A-Line (to replace 


ndah 


on to 


it A-line lamps), the collection includes the LED B10 (to 
andescent candelabra lamps) and the LED PAR38 (to replace 60W 
halogen PAR38 lamps). www.sylvania.com CIRCLE 267 


CREE XP-C 
C 
XP-C lamps are now available in royal blue, blue 
зеп, amber, red-orange, and red. These new LEDs 
are, according to the manufacturer, 10 to 50 percent 
brighter than the company's previous midrange line 
of color LEDs. The LEDs are designed for 0.5W to 
1W operation and are suited for myriad applications 
including color-changing, outdoor, directional, and 
emergency-vehicle lighting. cree.com CIRCLE 268 


xe introduces color options to its line of XP lamps. 


LUMENPULSE Lumenbeam 

The Lumenbeam fixture is available in two models: RGB 
or white and static colors. Both versions are made of a 
die-cast aluminium housing with a standard metallic 
silver fine-textured finish and are IP-66 rated. (Additional 
3k, white, 


wide by 434 in 
by 14 7/s inches tall and can 
rotate to four set beam angle 
positions: zero-, 70-, 90-, and 
160-degrees. The luminaires 
can also be either short-yoke 
or pole-mounted, have several 
shielding options as well as 
horizontal and vertical linear 
spread lenses. The RGB model 
operates at 40W and is DMX 
512-ready. The white and 
static colors version runs 

at 44W and has 
to 10V dimming option. 
lumenpulse.com CIRCLE 269 
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Introducing V-Rail, a new innovative railing system that doubles as a handrail or guardrail and 
evenly illuminates the stair tread or path of egress with up-to 10 foot candles of uniform light. 
A unique patent pending reflector system allows for symmetric or asymmetric light distributions. 
With the power supply integral to the post assembly, all electrical components are assessable 
allowing for easy maintenance. V-Rail features a robust construction with an architectural design 
to compliment modern day architecture. 


For more information on the new world's newest and most energy-effecient illuminated rail 
system, please call (800) 961.5321 or visit www.intenselighting.com/vrail 
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MP LIGHTING 117 

The L17 provides accent lighting 
for stairway or walkway illumina- 
tion and is suitable for interior or 
exterior applications. Available 
with 12-, 30-, or 120-degree beam 
spreads, it can take two 1W LEDs 
(or two 2.45W LEDs, but only 

at 3000K with a standard CRI); 
comes in color temperatures of 
2700K, 3000K, 3500K, and 4100K; is 
backed by a vertically positioned 
face plate that measures 3 5/з 
inches wide; and is available 

in a stainless-steel finish. 
mplighting.com CIRCLE 270 


HOLOPHANE Acrylic Washington PostLite 
Combining the visual appeal of a historic-looking fixture 
with the performance and environmental benefits 
provided by LED technology, the Acrylic Washing- 
ton PostLite LED luminaires feature a new housing 
design that includes a dedicated heat sink for LED 
thermal management and maximum life. Designed 
for use with the company's existing acrylic globes 
and pole locations to reduce purchase and installa- 
tion costs, the fixtures feature a low-glare, injection- 
molded optical system that offers asymmetric and 
symmetric distributions, come in 5BW and 116W 
models, and are offered in a variety of colors as well 
as with a range of trims, finials, and accessories 
holophane.com CIRCLE 272 


PHILIPS WIDE-LITE Decoflood 
Decoflood, a new line of performance architec- 
tural floodlights with a unique flat-panel 
housing design, allows you to paint with 
light. Comprised of micro, small round, 
medium round, medium square, and 
large square fixtures in both yoke- 
and swivel-mount configurations, 
the family is offered in wattages 
ranging from 22W to 400W. It also 
includes a wide variety of optical 
choices utilizing the latest in 
HID lamp and ballast technol- 
ogy—including the Philips 
Cosmopolis and Master- 
color Elite systems—and 
offers multiple shielding 
and color filter options 
for added design 
control. widelite 
com CIRCLE 273 
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PHILIPS 
WIDE-LITE Tag 

A series of white-light and 
color-changing LED flood lumi- 
naires, Tag is available in two round and 

four linear configurations, taking six or 30 LEDs 
and 36 LEDs, respectively. Equipped with the company's 
plug-and-play Color-Tune technology, the fixtures can be used 
straight out of the box for applications where complicated and expensive 

DMX systems may not be desirable. It's as easy as powering up the luminaire, which 
will automatically begin to scroll through 16 million colors, and locking the chosen color 
into place by the push of a single button. Twelve preset colors are also available, and 
for even more control and theatrical design flexibility, the line is also fully DMX-ready. 
widelite.com CIRCLE 271 
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I design awards 


CALL FOR ENTRIES 


DEADLINES: 
MAY 21, 2010 (REGULAR) 
JUNE 4, 2010 (LATE) 


ARCHITECTURAL LIGHTING announces the SEVENTH ANNUAL A|L LIGHT & ARCHITECTURE DESIGN 
AWARDS, honoring outstanding and innovative projects in the field of architectural lighting design. 
Projects are reviewed and selected by a jury of lighting and architectural professionals. 


CATEGORIES: 

Residential, Interior, Exterior, Whole Building Projects, and, new for 2010, Exhibit Lighting. 

Projects submitted in a main category can also be submitted for consideration in special citation 
categories: Best Use of Color; Best Incorporation of Daylight; and Best Lighting Design on a Budget. 


FEES: 

First Entry: $135 

Second and all subsequent entries, including special citation entries: $95 
Late Fee: $30 (per each late entry submission) 


ELIGIBILITY: 

Design professionals practicing worldwide may enter one or more projects in multiple categories. 
Submissions are encouraged from all design professionals—architects, lighting designers, 
illuminating engineers, interior designers, and landscape architects. Projects must have been 
completed after July 2008. 


Winning projects will be published in the July/August 2010 issue and featured on archlighting.com. 
Full details are available at archlighting.com. 
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TERSEN Ratio 
A contemporary luminaire 


duce illumi 


metal halide lamp, Ratio features a stylish "finne 
both as a 


design that serves 
s an architectural statement. Available in 
>and asymmetric distributions with one high-performance 


t sink as well as 


ptic, the IP65-rated, nighttime-friendly fixture has a color temperature 

of 6500K and a CRI of 70, and its power module is conveniently mounted 
at the base of the tilt-down pole for ease of installation and maintenance. 
www.tersenlighting.com CIRCLE 275 


GE LIGHTING Evolve LED Series 
Roadway Medium Cobrahead 
Aesthetically ins 


ired by a 


tional roadway co 


head fixture, the Evolve LED 
Serie 


Cobrahead has an integral 


Roadway Medium 


heat sink to ensure 


mum heat tra 


ar and long 
life. Containing < 
optimized roadway photometric distribution, 


ructured LED array for 
ts light engine consists of nested 
icy anc 


al design provide improved vertical light ‹ 


conce 


to enhance efficie 


tric directional reflectors designe 
brightness (6000K) LEDs bution and 
reduced light trespass for effective roadway lighting. gelighting.com CIRCLE 276 
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ARCHITECTURAL AREA LIGHTING 
Designer SSL Series 

A line of high-performance area luminaires 
featuring MicroEmitter technology, the Designer 
SSL Series provides uniform, low-glare illumi 
nation while maintaining wide pole spacing 
Three fixtures make up the collection: Largent LE 
(shown), a post-top luminaire with a modern, geometric 
housing design; Universe LED, which features a modular 
system for complete customization; and Providence LED, a 
historically elegant LED fixture with coordinating sconces and 
bollards, Each is available with four distribution patterns (Type 
2, 3, 4, or 5) and two color temperatures (3500K or 5100K), contains 
a 60-LED array with 72 total input watts per luminaire, 
aal.net CIRCLE 277 


in 13 standard colors. 


PHILIPS WIDE-LITE Hibred 


LED technology. 
operation, the primary HID site luminaire provides 
full-level illumination. Du 


the late 


During peak hours of 


ng off-peak hours, the 


sembly 
provides 


mir 


Yt level of illu- 
at maximizes energy savings by only 
1g 31W of total pow 


OF 


tior 


ich produces 


Jy savings of 


percent. Hibred also 


helps to reduce unnecessary light pollution while 
extending the life of the primary HID system by as 


much t is designed to work with 


s 50 pi 


sting area and site aires or can be used as 


a stand-alone retrofit system with no need to pull 


widelite.com CIRCLE 278 


additional wiring 


BEACON PRODUCTS FL-1 LED Fl 
The FL-1 LED Floodlight is as 
for discreet illumination. Post, s! 
tains 12 or 18 LEDs that 


ale, aimable outdoor luminaire ideal 


>, tree, or above-ground mounted, it con 
W or 24W, y; has a 50,000-hour 


legrees; and features ed, round body with 


onsume 


lifespan: 


an interchange 
fa 


frc 


top- or bottom-mounted adjustable metal bracket. Made 


aluminum, it has a sealed tempered clear or 


m rugged low-copper 
lens and co 
yr CIRCLE 280 
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a variety of standard and custom colors 
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EXOTIC GOES MAINSTREAM. 


THERE IS A PRECISE MOMENT WHEN A PROMISING NEW 
TECHNOLOGY LEAPS FROM THE EXPERIMENTAL AND SOARS 
INTO THE MAINSTREAM. THIS OCCURS WHEN A TECHNOLOGY 
IS LEVERAGED IN WAYS THAT MAKE IT CLEARLY SUPERIOR - 
IN EFFICIENCY, IN AESTHETIC, IN EXPERIENCE. 


FOR LED, THIS AS THAT MOMENT. 


- INTERIOR LED FIXTURES FOR GENERAL LIGHTING 
MAINSTREAM PENDANT- WALL SLOT- WALL MOUNT- RECESSED 
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ECLIPSE LIGHTING 
Warsaw Series 

Offering wide, uniform 
lighting that is ideal 

for schools, underpasses, 
recreation areas, and loading 
docks, the Warsaw Series 
comprises surface-mount 
fixtures featuring heavy-duty 
die-cast aluminum housings 
with high-impact, heat- 

tant borosilicate gla 
Measuring 14% inches wide 
by 7 inches deep by 15% 
з tall, the luminaires have 
aluminum reflectors and silicone rubber 

gask nd can be lamped with metal halides, high- 

pressure sodiums, ceramic metal halides, or LEDs. Each comes 
in black, bronze, or white. eclipselighting.com CIRCLE 282 


COOPER LIGHTING 
MCGRAW-EDISON Valet 
Featuring a rugged, low-profile hous- 
ing, Valet delivers illumination 
optimized to improve vehicular 
movement and pedestrian 
safety in parking garages. Of- 
fered with one to four modular 
LED LightBAR configura- 
tions and a choice of 11 
high-efficiency optical 
systems—including a 
family of glare-light-eliminator 
optics that shield high-angle light from 
oncoming drivers—it has a one-piece die-cast 

aluminum housing with heavy wall construction for superior 
heat transfer and reliable operation in temperatures from 
minus 30 С to 40 C. mcgraw-edison.com CIRCLE 283 
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ECOSENSE LIGHTING EcoSpec Landscape Accent 

The EcoSpec Landscape Accent luminaire is a dimmable accent 
fixture applicable for a variety of outdoor—and indoor—installa- 
tions. Featuring an aluminium housing available in three painted 
finishes—black, white, and bronze—and LEDs 

in two color temperatures—warm white 
(2700K) and neutral white (3500K)— 
the EcoSpec is available in both line 
voltage and 12V AC/DC models. 
IP66-rated, the fixture measures 

3.1 inches wide by 2.2 inches in 
diameter and 4.3 or 5.2 incl 
depending on the model. Addition- 
ally, these low-voltage, lead- and 
mercury-free fixtures have a CRI of BO, 
use just 6.8 watts of power, and can 
operate in temperatures from 14 F to 
104 F. ecosenselighting.com CIRCLE 284 


BOYD LIGHTING Phantom Sconce 
Designed with Mies van der Rohe in mind, the elegant 
appears to illuminate magically with no visible light soui 
paired with a mirrored inside back panel and a hidden Lf 
provide soft downlighting that washes the wall below: 
and its solid brass frame is available in finishes ofa 
and satin nickel. boydlighting.com CIRCLE 281 


es long, 


COOPER LIGHTING 
STREETWORKS 

OVH LED Cobrahead 

The OVH LED Cobrahead was 
designed for area, walkway, 
and roadway applications. Of- 
fered in a choice of 15 optical 
distributions and four lumen 
outputs, the fixture has à 
heavy-duty die-cast aluminum 
head that measures 27 inches 
long by 13 inches wide by 7 
inches tall and contains modu- 
lar LED LightBAR technology 
to deliver uniform illumina- 
tien. Easily accessed without 
tools, the entire LED assembly, 
individual LightBAR optical 
modules, and driver can be 
replaced in the field. street 
workslighting.com CIRCLE 286 


HOLOPHANE GranVille LED 
Featuring a new housing design with 
a dedicated thermal management 
system to maximize light output and 
ensure reliability, the GranVille LED 


luminaire reduces energy consump- 
tion, extends component life, and 
promotes sustainability. Equipped 
with precision optics with tight 

j tolerances to direct light where it 
is needed, it mounts to industry- 
standard poles and features a door 
assembly that allows у access 
to the electronic driver for ease of 
maintenance. Fixtures are offered 
in a variety of shapes with classic 


or premier optics, as well as with 
asymmetric or symmetric distribu- 
tions and a variety of trim options. 
www.holophane.com CIRCLE 285 
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COS square 


Gdvanced LED жии ыд adds a classic Shape. 


* Unique design conceals LEDs from direct view for superior aesthetics and performance. 

+ Square housing is engineered for precision alignment, consistent appearance and easy maintenance. 
* Patent-pending components allow post-installation adjustment and trim-to-trim alignment. 

* Advanced mercury-free lighting system delivers environmental and cost-saving benefits. 


+ Both downlight and wallwash configurations available in 4- and 6-inch apertures. 


Qo 
"МИНЕ gotham’ 


Circle no. 75 or http://archlighting.com/productinfo 
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SEA GULL LIGHTING 
Nelson 
A one-lamp outdoor wall 
lantern, the Nelson is 
comprised of a tinted alu- 
minum frame and a clear 
ribbed-glass shade, which 
has been sandblasted on 
the inside, offering a “less 
is more" clean aesthetic. 
With a backplate measur- 
ing 10 inches square and 
а glass housing approxi- 
mately 20% inches tall, 


EVOLUCIA 


Bollard 


Quanta LED. 
First when it comes to function. 


Quanta - the only LED system with up, down illumination. As well as, dark sky friendly full cutoff wide downlight. 

An industry first, Quanta is perfect for highlighting architectural features or illuminating wide areas on building perimeters. 
Giving you more control of what you choose to illuminate, it's a big step forward in green lighting - and cutting energy costs. 
You'll also benefit from various lighting intensities, exceptional lumen efficiency and optional forward 
throw with onsite adjustability. Adaptable to both indoors and outdoors, Quanta is available in various models and finishes. 


Quanta. A whole new kind of light. 


For more information, visit luminis.com/quanta 
Circle no. 212 or http://archlighting.com/productinfo 
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GE LIGHTING Evolve LED Contemporary Domed Area Luminaire 


aluminum, the Evolve I 


ea Lumi 


Const d of die-ce 
naire has a 22-inch-diameter head and uses an advanced LE 
ogy up to 90W to provide high uniformity excellent vertical light distribution, reduced 
offsite visibility and onsite glare, and € 
asymmetric distributions. With a typical C 4100K and 


5600K, the luminaire is offered in standard colors including black, dark bronze, and 
as well as RAL and custom colors. gelighting.com CIRCLE 231 COOPER LIGHTING 


LUMARK LED Wal-Pak 


A durable and energy-efficient outdoor fixture for applications requiring 


stem technol 


ffective « y light lev h symmetric and 


11 of 70 at color temperatur 


brushed nickel, 


maximum performance and minimum maintenance LED Wal-Pak contains a 
om to replace traditionally used 175W metal 


thermally managed 40W 1. 


ORBIT/EVERGREEN LED Steplight: Зе rope ahû comes with 


»ptional photocontrol button. Its rugged die 


э " | 

== E. Orbit/Evergreen has added new models aluminum housing, stainles tee] hardware, removable hinged door, and 

to its series of 12V and 120V LED step sealed and gasketed IP66-rated LED housing combine to make it virtually im‏ س 
lights. Designed for и; tryways. penetrable to contaminants. Dark Sky-compliant, it is offered in black, white.‏ 


decks, outdoor walkways, and graphite metallic, gray, and dark platinum lumark-lighting.com CIRCLE 293 
garden patios, they contain 

18, 40, 42, 48, or 60 LED 
0.064W of output per lamp 


anized 


d from gal 


Constru 
teel or cast aluminum, еасї 


and 


offers circular, horizon 


cover plate des 


h louvered 
1 glass faces provided by the comp 
' including a family of J 
Ç ВА i jona! ene: 
of finishes. orbitelectric.com CIRCLE 292 d 1 configurations. Addit onal ener 
aR optional button photocell can 


ver igns in 


hooded, and frosti 


They are also available 


1 selection 


SUN VALLEY LIGHTING 
L/ ) 

A vintage 
adds charm and safety to his- 
the LAE is now 


ninaire that 


available with LED technology. 
Constructed from corrosion 


resistant cast aluminum with a 


d poly- 
e LAE LED 
style 


clear or opal-tey 


carbonate | 
fixture—a popular acorn 


inches by 32 


meas 
inches—can be wall or pole 
mounted in single, dual, triple, 
It is available 
corative arms, 
as well 
include 


as orna- 


m 
dark bron 1 
black, white, and aluminum. 
Custom colors can also be 
specified. usaltg.com CIRCLE 295 


1 bronze 


LIVINLUCE 
ENERMOTIVE 
2007 


Livinluce 2007 
Selection 


Seamless lllumination 


Slimline’s innovative design is the solution for eliminating dark spots 
in cove lighting. This unique and efficient fluorescent fixture removes 
dark spots by placing the lamps closer together, providing 

seamless illumination. 


FEELUX Lighting Inc 
2817 N. Berkeley Lake Rd 
Suite 17 

Duluth, GA 30022 


C70 CCO TANC 
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EDGE LIGHTING Taos Square LED 

The Taos Square LED wall sconce features а strong geom 
style with a contemporary look. The direct/indirect fixture uses 
two 3W LEDs with a lumen depreciation of 70 percent, based on. 
50,000 hours of operation, The fixture's ba kplate measures 4.3 
inches wide by 4.5 inches tall, and the rectangular light source 
housing is 2 inches wide by 5.1 inches tall. Available in a satin 
aluminium finish, the fixture is rated for indoor, outdoor, and wet 
locations, and is ADA compliant. edgelighting.com CIRCLE 296 


COOPER LIGHTING LUMARK Ridgeview LED 

The Ridgeview luminaire is a compact, efficient, and 
economical approach to LED area and roadway lighting 
Providing a functional, low-profile design, its modular Light- 
BAR technology delivers uniform and energy-conscious 
illumination. Offered in four LightBAR configurations with 

a choice of 15 highly efficient optical systems—including a 
family of spill-light-eliminator optic -апа optional bi-level 
switching, the luminaire has a one-piece die-cast aluminum 
housing that comes in black, white, gray, dark platinum, and 
graphite metallic www. lumark-lighting.com CIRCLE 299 
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EUREKA Dotand Luz 

Ideal for corridors, stairs, and stairwells, the 
Dot and Luz indirect steplights can be used 
for indoor and outdoor applications and offer a 
d for 


graphic yet understated aesthetic. Certifi 
wet locations, each fits in a standard-switch 
junction box and provides dual-emission ир- 
and downlight delivered by powerful LEDs. 
They are available in white or black, take one 
2W warm- or cool-white LED, and me 
¿ inches wide and 3% inches tall 
alighting.com CIRCLE 297 


sure 


HESSAMERICA Sera LED 
The pedestrian-scale Sera LED 

s contemporary Euro- 
pean design with a unique low- 
brightness LED optical system 
Working in conjunction with a 
reflector and a specially designed 
prismatic lens, the two high- 
power LEDs deliver illumination 
that is reflected outward and 
refracted through the lens to 
produce a long and narrow dis- 
tribution of light. Meanwhile, the 


combini 


prisms on the inside of the lens 
minimize the visual brightness 
of the luminaire while produc- 
ing uniform illumination on the 
ground. Consuming 39W, the 
fixture emits no uplight above 
90 degrees horizontal, can be 
used for LEED lighting zones 
LZ2 through LZA, and is also 
offered in a wall-mounted model 
hessamerica.com CIRCLE 300 


ORBIT/EV 


SELUX Survivor 9 

Survivor 9 is a vandal- and abi 
suitable for a wide range of applications including interior high 
abuse and exterior installations. The luminaire is composed of an 
extruded aluminum body, die-cast aluminum end plates, a hinged 
drop-down lens-frame with high impact resistant shielding 
stainless steel captive fasteners, and is fully sealed to IP67 using 
silicone gaskets. Measuring only 2% inches deep, the fixture can 
be specified in various lengths with a choice of T8, T5, or TSHO 
lamps. It is also ADA compliant. selux.com CIRCLE 301 
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SUSTAINABLE? 
INNOVATIVE. 


Precision engineering integrates 
new LED technology for superior 
optical and thermal performance, 


continuing a tradition of 


unequalled visual comfort 
and lowest total cost of 


ownership. 


о Washington PostLite® LED (Acrylic Optics 


о GranVille® LED (Premier Optics) 


GranVille* LED (Classic Optics 


D 


f/f, 
XXXL 
\ LIGHTING SOLUTIONS 


www.nolophane.com 
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HESSAMERICA Athen: 


j applica: 


atures a tasteful 


punctuated by a 
tion from 
pole. Made fron 


m, the fixtures 


EDGE LIGHTING Sun3 LED 


ninaire 


3@-focus 


arine-grade aluminum, 


box and 


a standarc 


The LEDs hav 
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LA тм 
Introducing... S ol! І а 


by Renaissance Lighting 
Visit us at Lightfair 2010 in Las Vegas Booth 1721 
A new industry-leading brand of energy-efficient solid-state LED luminaires offering superior optical 
efficiencies enabled with the patented Constructive Occlusion™ optical design. 


V ENERGY STAR? qualified models 
Up to 1400 lumens 
Up to 50 Lumens 


5 per Watt 


CCT Range of 2700K-4100K 


pì Litaa, 


Smooth, flicker-free dimming 


IC Rated for residential installations 


Bb By S LS 


Round and Square luminaires availab 


End of Life Recycling Program 


renaissancelighting.com 


E 3 


Renaissance 
Lighting 


Circle no. 224 or http://archlighting.com/productinfo 


VISTA LIGHTING 

Night Lighting Solutions 

A coordinated family of compact, recessed, 
vertical, and horizontal luminaires, Night 
Lighting Solutions includes nine fixture mod- 
els that take LEDs or compact fluorescents. 
The nonglare LED nightlight consumes just 
4W to 6W whether longlife white, amber, or 
blue LEDs are selected, while the fluores- 
cent version uses 7W to 13W (depending on 
model). Featuring contemporary, low-profile 
housings with no sharp edges, the ADA- 
compliant luminaires can be easily cleaned, 
come with a variety of lenses, and are offered 
in black, white, natural aluminum, or custom 
colors. vistalighting.com CIRCLE 310 
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TRIPAR Universal Retention System 
Mousetrap spring retention is a known concept, but, in the past, it had to be integral to the trim. Well, not anymore. The Universal 
Retention System can be added to almost any trim for almost any ceiling application. The company's spring retainer (which measures 
%4 inches wide and 7/s inches tall) can be easily riveted onto the trim's opposite side walls Then, snap on the mousetrap springs and the 
upward force will hold the trim securely to the ceiling, yet will allow removal with a downward pull. tríiparinc.com CIRCLE 308 


emerging technology $ 


LUXIM Light Emitting Plasma 

Luxim's Light Emitting Plasma (LEP) technology is a whole 
new way of thinking about light generation. LEP offers a 
replacement for high-wattage lamps—400W metal 
halide sources in particular. LEP can achieve full 

output of 23,000 lumens in 30 to 45 seconds. 

The LEP system includes an emitter 

(including a bulb, shown at right, that @ 
is no bigger than one's fingertip), a 
radio frequency (RF) driver, and a 
power supply. An RF signal is 
generated by the solid-state 
RF driver and is guided into 
an electric field surround- 

ing the bulb. The high 

concentration of energy + 
in the field collapses 
the contents of the 
bulb to a plasma 
state; this controlled 
plasma generates 
an intense light 
source. LEP offers 
efficiency, lamp 
output stability, and 
full spectrum light 
that can be digitally 
controlled. 
luxim.com 

CIRCLE 309 
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VISTA LIGHTING Argos 
single- or dual options, Argos is a re table ceiling-mounted 
patient exam luminaire that delivers high-output white, color 
larly useful in ar rith e The fixture haped hot 

standard ceiling gric ё smooth trim that re: buildup and 
facilitate easy ng. Clo ell interior gasketing assure: ё eal to prevent 

infiltration of bacteria and airbome viru: its 100W low-voltage һа} n lamps will 
2,000 hours, and a handy rechargeable strobe wand with an LED c indicator—or a 
wall control—allows individual positioning of light. vis alighting.com CIRCLE 311 


WALLS+FORMS 

Lights Alive Illuminated Display 

Providing point-of-sale custom tio T a proprie 

aluminum framin: a t zh as id poster frames. Re 

Walls+Forms designed апа manufa eda несе stall lightbox using 24-inch by 24-inc 

by 24-inch panel modules for Echo, a power tool company. Each unit features left and right sections, with 

inect electr hat snap together on ٤ created s a promotional 

cluding Light Thief and 4-foot illaminated headers, wallsforms.com CIRCLE 313 


aming projector, the Merlin Light has b 
standards. Ideal for illuminating 


lamp and a 70W electronic ballast to produce high-quality precision lighting on 
ected objects. Housed in 20-gauge powd 

projector is airtight, IC rated, and meets Title 20 and Title 24 requirements 

glenncoinc.com; merlinlights.com CIRCLE 312 


y, the bar is illuminated upon 
ајна The path is then lit with LEDs (2700K 
х ‘standard or high-output) and provides 244 lumens and a CRI 
of 72. When a patient ог caregiver removes his or her hand, the light 
stays on for a preset amount of time before it tums itself off. Caregivers 
can bypass the automatic shutoff by double-tapping the bar. Dimming 
options are also available. The bar is antimicrobial and should be 
mounted 36 inches off the finished floor. It is available in 2-, 3-, 4-, 5-foot, 
and custom lengths, and its outside diameter measures 1.66 inches. The 
24V power supply needs to be located remotely and is UL listed with the 
bar as a complete system. iolighting.com CIRCLE 314 
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LED CONCEPTS 


en 


OSRAM SYLVANIA 


1 Mole 


produce 
fixture h 


emot 
IRCLE 316 


signage 


GLOBAL LIGHTING TECHNOLOGIES 


à Don't you wish ` 
politicians 
came witha 
NoUVIE 10-year 
full-replacement 
warranty? 


Sorry, we only guarantee 
our fiber optic performance. 


But, you can elect 
perfect color (100 CRI), 
perfect focus (5° to 50°), 
zero damage (no UV or IR), 
70% energy savings, 
and absolutely the best 
warranty in the world by ToU VI? Liars 
calling 302-628-9933 ШЕ 
NoUVIR LIGHTING 


We ented museum lighting! 
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FINELITE Curve 
An award-winning portable LED desk fixture, 
Curve achieves 49 lumens per watt and 
meets Energy Star technical performance 
benchmarks. Featuring classic styling, 
QuickTouch dimming (to 5 percent of full 
light output), and a color temperature of 
3500K, the 7.8W luminaire uses a replaceable 
LED module, has a CRI of 82, and comes in 
silver or one of 188 colors on the RAL color 
chart. finelite.com CIRCLE 319 


š EDGE LIGHTING Soft Strip LED 

d Available in 1W and 3W versions, Soft Strip LED is a flexible copper strip top} зей with a '/s-inch protective silicone gel 
Offered in 16- or 25-foot lengths, it uses 18 warm-white LEDs per foot and is easy to install because of its extra-stength 
adhesive backing produced by 3M. (The strips can also be secured using screw-in mounting clips, or straps in damp or wet 
locations.) Suitable for myriad task applications such as cove lighting, toe-kick accenting, and undercabinet lighting, strips 
are sold in 1-foot increments and come in 3000K and 2700K color temperatures edgelighting.com CIRCLE 320 


or temperatures, provides up to 45 lumens А MP LIGHTING 1200 
те natural aluminum and bronze finishes. Featuring six 1W LEDs 
merous contractor-friendly features, including a 

of mol ig options, metal mounting brackets, flush-end con- 
-mectors, an inline on/off switch, a 90-degree-angle power connector 
‘for extratight spaces, and adjustable brackets to achieve a selection 
of aiming angles. noralighting.com CIRCLE 321 


powered by a plug-in 
driver, the L200 LED desk 
lamp comes with a color 
temperature of 2900K and 
has a head that measures 
37/s inches wide. Its 
sleek and modem design 
is available in a matte 
clear anodized finish and 
features a dimmer switch 
mounted to its base 
mplighting.com CIRCLE 322 
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WALDMANN LIGHTING M 


J exceptional light quality, versatilit 


STUDIO ITALIA DESIGN Magne 
A state-of-the-art tasklight equir 


asures just unc 
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fing six LEDs instead of a con 
Siderably less energy tha 
es four times more light per 
ral white, 4W LED array—co $ 
/ A 
` 
t 
GE LIGHTING Tetra Al I 
ve, undercabinet I 
stra AL10 is 4 I 
le lengt gles, ar Z 
x 50,000 
1 he k 
f olor temper K ⁄ 
and 4000K; deliver t í ёё 
nsume lir N ^ 
60-, 90-, or 120-degı / 7 | by 
beam patterr They are also fully dimmable 
el ms.com CIRCLE 328 
N 
2) 
HUMANSCALE Element 
| j 
| The Ele tLEDt equipped 
| ic} D to deliver a large 
| 


1eutral-white 3500K 


Under Cabinet - Cove - Shelf Lighting - More... | 


Fast Online Ordering - Quantity Discounts Available 
St. Louis, Missouri - USA 


40% Off Online Orders - Promo: H520M 


superbrightleds.com 
Circle 236 or http://archlighting.hotims.com/productinfo 


Draft your own bill to reduce spending. 


Go to Hubbell.com/recovery 


Hubbell Building Information Modeling objects can help avoid cos 


We've all seen it happen — building services 
suddenly competing for the same space during 
construction. It's an expensive problem, costing 
an estimated $15.8 billion annually? and Building 
Information Modeling is a fast emerging solution 
to avoid conflicts and save money. 


At Hubbell’, we're always looking for ways to 
help you save, so we started developing modeling 
objects so you can download and incorporate 
them into your architectural designs. 


There's an object 
for the Kim Lighting Warp9" LED Site & Street 
Luminaire featuring patent-pending MicroEmitter" 


Think Hubbell First 


LED technology and visual 
Stealth technology to blend 
with the environment. The 
same is true of our Architectural 
Area Lighting (AAL) 
Providence” LED Site & 
Street Luminaire, offering 
multiple beam angles and IDA 
Dark-Sky compliance. 


Indoor solutions 

include the Prescolite g 
Retroficient™ а 
Commercial 
Retrofit Down 
lights — an easy, 
cost-effective upgrade to 


conserve energy 

— and the Hubbell Industrial 
Lighting EL-PA2 Lowbay, 
Offering low-wattage lighting ideal 
for lower mounting heights. 


3 


<> 


www.hubbell.com 


Electrical Systems Lighting Power Systems 
Circle no. 59 or http://archlighting.com/productinfo 


/ change orders. 


For more information on these products, 
Hubbell sustainability solutions, ARRA stimulus 
opportunities, and news updates through our 
live Twitter feed, visit our newest website at 
www.Hubbell.com/recovery. 


Don't wait for savings opportunities to find you... 
create your own plan for prosperity, with energy- 
saving, cost-reducing, highly dependable and 
sustainable solutions from Hubbell. 


Visit us at Hubbell.com/recovery today. 
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ERCO Optec LED 
Like the Cantax collection, the Optec line has been expanded to include LED 
spotlights with daylight-white (5500K) and warm-white (3200K) illuminations. 
> is the separation of light head 


A spotlig ange whose key design fe 
and control gear housing, the Optec LED's sys structure makes it ideal for 
‚ restaurants, or galleries. The daylight-white fixtures can achieve 

5 roduce 870 lumens. Each 


sales areas 
1,080 lumens, while the warm-white f 

is available in white or silver, and come with a range of optional ac 
erco.com CIRCLE 330 


in pi 
sories. 


COOPER LIGHTING HALO Stasis Series 

With the addition of new LED track luminaires, the Stasis Se 
able in small and medium sizes with three optical distributions (spot, nar- 
row flood, and flood) and two color temperatures (3000K and 4000K). Ideal 


for applications such as retail, hospitality, commercial, and high-end resi 
dential, the energy-efficient fixtures have a CRI of 85, are easy to install 

can be used with multiple Halo track sys! n adjustable arm 
for full aiming capabilities, are made from di 
in white, black, and aluminum haze. haloitg.com CIRCLE 331 


ns, feature 


cast aluminum, and come 


EDGE 
LIGHTING 
Scope LED Head 
This classic flat-back cylinder fixture can be mounted 
to any 12V AC monorail or two-circuit mc norail and 
features a rotating lens to modify the beam diameter 
from a 20-degree spot to a 50-degree flood. The cool- 
to-touch lens allows field adjustme hile the fixture 
is turned on. Operating at 9.3W with a CRI of 83, a 
warm-white color temperature of 2994K, and a light 
output of 315 lumens, the luminaire's housing 
measures 4 inches in length and 2.24 inches 
in diameter; The stem mount measures 

1 inch off the monorail. The fixture 
is available in four finishes 
satin nickel, polished nickel, 


antique bronze, and white 
edgelighting.com CIRCLE 332 
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W.A.C. LIGHTING Orb and Forza 


These are versatile, contemporary luminaires that can be used with W.A.C. Lighting's single-circuit 
low-voltage Solorail and two-circuit low-voltage Duorail system, as well as its canopy mounts. The 
LEDme Quick Connect Fixtures are rated for 7.5W LED configurations, and a 30,000-hour life, 

and can be dimmed from 100 percent down to 15 percent. Included in the line are Orb, a compact 
circular-style fixture, and Forza, which is a jet engine-inspired form. Both have a color temperature 
of 3000K with an output of 280 lumens at a 20-degree beam angle. The fixtures are available in 
abrasion-resistant dark bronze, electrical plated chrome, and brush nickel. waclighting.com CIRCLE 333 
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PHILIPS CAPRI 


Available in three sizes, the 


System for precision optics 


www.archlighting.com 
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LIGHTING SERVICES INC 
LumeLEX 2024 

The LumeLEX 2024 Series LED spotlight 
produces high-quality, high-output, con- 
sistent white light for museum 

and retail accent lighting 
applications. Designed for 
the Xicato LED module, 
which has a 50,000-hour 
lifespan and delivers 

860 lumens, it features 
field-changeable reflec- 
tors; offers beam spreads of 
narrow (20 degrees), medium 
(40 degrees), and wide (60 
degrees); comes in color tem- 
peratures of 2700K, 3000K, or 
4000K; and can be specified with 
a CRI of 80-plus (standard) or 95 
(high). All can be adjusted vertically 
and horizontally, and are available 
in standard finishes including black, 
white, silver, and graphite. lighting 
servicesinc.com CIRCLE 338 


ENLUX LIGHTING R30 Series 
The R30 Series LED PAR lamp is now more versatile for indoor and outdoor 
track lighting installations. Able to be used with a commercially produced 


ERCO Cantax Spotlight. track fixture, such as a gimbal ring, mini-swivel, or gooseneck, it is ideal for 
The company's established Cantax Spotlight range has now illuminating retail merchandise and artwork. Quick and easy to install, the 
been expanded to include LED spotlights with daylight-white series does not require an additional transformer unit or power supply; offers 
(5500K) and warm-white (3200K) illuminations. Measuring 67/s beam spreads of 40, 80, and 160 degrees; can be dimmed; and comes in color 
inches wide, the fixtures are made of cast aluminum and contain temperatures of 2700K, 3500K, and 4500K. Custom color temperatures are also 
areplaceable LED module, which, with its Spherolit reflectors, can available. enluxled.com CIRCLE 340 


provide narrow spot, spot, flood, or wide flood light distributions 
Both elegant and precise, they come in simple geometrical shapes 
such as cuboids and cylinders. erco.com CIRCLE 339 


CON-TECH LIGHTING Optica LED 

ERCO The latest addition to the Optica Track family 
of fixtures, the Optica LED (CTL802818L) fea- 
tures seven 3000K, high-performance LEDs that 
provide powerful illumination. The fixtures come 
in black, white, and silver finishes. Three light 
distributions—spot, medium, and flood—are of- 
fered with the 18W (dimmable) or 27W luminaires. 
Each contains a decorative, vented heat sink for 
heat dissipation, allowing fixtures to achieve a life 
span of at least 50,000 hours. Integral snoots are 
available for glare control and visual comfort, while 
lockable aiming allows for proper adjustment. 
con-techlighting.com CIRCLE 341 
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PERIENCE BRILLIANCE 


e. TM 
| by Molex and Bridgelux, the Helieon * Separable source and socket design 
he world's first remarkably simple, + Installs with a familiar turn and lock 
iceable solid-state lighting solution. - Interchangeable color temperature, im | 
through module delivers energy efficiency, light output and beam pattern Lighting Innovation by Molex & Bridgelux 
g performance and sustainability — all * Easy replacement and upgrade path 
ise of using a light bulb. 


ЕЕ ae BOOTHS 1741 AND 2173 
T E us, Helieon modules can be used in a wide 
on system provides you with: array of interior and exterior applications, LIGHTFAIR* INTERNATIONAL 


e mers including retail, hospitality, commercial and MAY 10 - 14, 2010 
ıality light, color controlled to 3 SDCM architectural lighting. LAS VEGAS, NV 


VISIT HELIEON.COM FOR SPECS, VIDEOS AND MORE. 
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HPW 
A complement to the с 
direct/indirect HPR colle 
High Performance Wall (HPW) 
is a recessed, asymmetric wallw: 
delivers uniform vertical illumination 
plications. Featuring 8 
зу with T8 lamps and 94 per 
T5/T5HO lamps, the fixture is avail 
4-, and 8-foot lengths; is constru 
20-gauge cold-rolled steel; and is 
with a frosted lens for T5/TSHO 1 
an optional clear or frosted lens for ' 
Lenses and lamps are easily remov 
below the ceiling without the nee 
and the ballast compartment is eas 
sible by simply removing the reflec 
finelite.con 


and offi 


NULUX Spotlux 47 
Deep Angle Cut 
Spotlux 47 Deep Angle Cut is a twin- 
lamp, rectangular-aperture luminaire for 
adjustable accent or wallwash applica 
Featuring a machined deep-angled cut trim, it was designed to provide 


ons. 


more. In addition to the dual 
tion on two pivot points anc 
has an aluminum 4-inch by 7-inch pyramidal trim, a perforated metal 
screed for trimless installation, and individual lensing'eptions at each 
lamp. The fixture also takes two MR16 lamps, comes with white black 
silver, and custom trim colors, and offers multiple lenses, including 
clear Pyrex, Solite, and stippled. nulux.com CIRCLE 343 


6-degree lampholder tilt, the luminaire 


Was 
Ali 
naires wit! 

optics for wallwa: 
tions, the redesigned Was 
includes fixtures with one-, two-, ! 
four-lamp units, as well as corridor 
versions. Each works with MR16 hi 
ceramic metal halide lamps, has « 
4-inch aperture per lamp, and is c 
of extruded aluminum and 18-с 
with a matte-black finish. New f 
clude a self-orienting, extruded trin 
designed for ease of insertion and 1 
well as an extruded dovetail detai 
ing the aperture to aid in seam 
grating the fixture with the finis! 
nulux.co 
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NO. EIGHT LIGHTING We 
Optimized to work with MR16 flood lamps 


) Module 
1p to 50W, th 


and a fixed component design that eliminates guesswork. In addition to being interchangeable and retrofit- 
‘tures, the module has a lamp holder design that is integral to the 


able with all of the company's existing ft 


with an electronic or a magnetic 


trim plate regardless of ceiling thickness, com 
array of round and square trim options 
acoustic ceilings. Slighting.com CIRCLE 346 


Wallwash Lamp Module has a 1 %-inch aperture 


that feature magnetic trim plates for plaster, wood, stone, tile, and 


nsformer, and offers an 


MP 
LIGHTING 
L05 

A dire 


and 4100K with beam spreads of 30 or 60 degre 
overall diameter of 4 


an 


/s inches, comes in an aluminum or stainless-steel 


ed lens, and is available with a dimmable 


finish with a clear or fr 
driver. mplighting.com CIRCLE 347 


“Hole In The Ceiling’ 
HITC Series Fixtures 


“Hole In The Wall" 
HITW Series Fixtures 


& "HITW" fixtures are plas 


sit our website today: 
www.elplighting.com 
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HYDREL Rhythm Linear LED Flood 

Built upon the principles of rhythm and repetition, 
the Rhythm Linear LED Flood series is a versatile and 
nct LED-based range of linear floodlights for in- 
terior and exterior applications. Designed to optimiz 
thermal management, they contain six LEDs per foot, 
consume 13W per foot, offer three mounting choices, 
and are available with a zero-to-10V dimming option 
Additionally, the fixtures 
with optical-grade clear acrylic lenses and are avail- 


distir 


come in five distributions 


able with red, green, and blue accent finishes 
hydrel.com CIRCLE 348 


NULUX Dlux Series 

A seamlessly integrated linear lighting system, the 

Dlux Series includes various fixtures that perform a 
range of lighting functions, from compositional down 
lighting to grazing architectural planes. While the down- 
light was designed to be a slim, continuous line of light in 
the ceiling plane, the wallgrazer reveals architectural surfaces 
such as textured wood, stone, or plaster. Each has a 2-inch 
slot aperture, an extruded aluminum housing ‹ 
trimless drywall installation, a 90-degree mitered corner, and 
an integral electronic transformer. They both take 20W MR11 
or ALR 12 lamps, have lensing options that include a regressed 
or flush lens in single- or double-ply glass, and с istom 
lengths, lamp spacings, and finishes. nulux.com CIRCLE 349 


igned for 


me in cu 


WHITEGOODS LIGHTING Z Cove 
Initially created to meet a specific project 
requirement—a continuous wash of light to a 
wall from a close offset with concealed lamp 


positions—Z Cove was designed to adapt 


to almost any installation situation with just 

a few simple components. Achieving even 
linear illumination without a lamp view, it 
features an extruded aluminum profile with in- 
tegral fluorescent lamps and control gear, and 
can be easily installed. Mounted in the ceiling 
to form a cove between wall and ceiling, its 
profile edge is then used as the stop bead and 
a skim of plaster delivers a razor-sharp edge. 
whitegoods.com CIRCLE 350 
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The Construction Industry 
is Talking about CSI! 


& 


a “ , : "mm = 
Because of CSI’s unique composition of construction 


professionals from every niche of the industry, the 
networking is multi-dimensional. The broad education 
about all areas technical makes CSI the best place to 
learn about ALL of construction.” 

— Bryan Varner, CSI, CCCA, LEED AP, Lawyer 


“CSI has been making my job easier for years.” 


— Jonathan M. Miller, FCSI, CCS, CCCA, 
AIA, NCARB, SCIP, Specification Consultant 


| 
"My membership in CSI is not only fun, it's part of my plan for 
long-term employment in the industry. | can see the payoff daily. 
| know my future is secure.” 

—Cynthia Belisle, CSI, CDT, AIA, Architectural Consultant 


“When | started out in the construction industry, | was calling on 
owners, architects, and engineers. | needed some help—so, | joined 


CSI. The value of CSI to my career can't be rated—it's an infinite 
number." —RonnaLeah E. Prindible, CSI, Product Representative 


Enhance your career—do your joh better, 
faster and more economically with CSI. 


Visit www.csinet.org/joinCSl 


or call 1-800-689-2900 The Construction 
i : f : | a Specifications Institute 
to connect with construction proressionals 110 S. Union Street, Ste 100 
throueh CSI. Alexandria, VA 22314 
š 800-689-2900 


www.csinet.org 
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“AW Yow See Ту Light” 


Our minimalist linear T5, LED, and compact fluorescent 
luminaires provide the lighting design professional 
with unique photometric properties, efficient use of re- 
sources, a wide range of applications, the ability to adapt 
and customize for individual design needs, and quality 
components, Manufactured in the U.S.A. 


EFFICIENT * VERSATILE * ADAPTABLE * CUSTOMIZABLE 
www.smedmarksinc.com Lightfair Booth # 171. 
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American Fluorescent Innovates Dimming 


Create lighting ambiance with the new Dayton Pendant 

Soft, deco-inspired lines of the Dayton shade add warmth 

and beauty to restaurants, hotels, office spaces and public | 
areas. Dimming from 100% to 20% creates perfect 

lighting. Available in 24" and 30" diameters 


AL.AmericanFluorescent.com 


Ayre Architectural Lighting 


Ayre Architectural Lighting provides custom design, 
engineering, and manufacturing for hospitality, retail, 
and residential spaces. The Lyric pendant, shown in 
oil rubbed bronze, is defined by delicately chamfered 
and tapered precision metalwork. Our standard line 
can be customized with a range of lamping, diffuser 
and finish options 


877.722.2973 
info@ayrelight.com 
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BULBRITE introduces a new generation of TURBO 
LEDs featuring innovative heat sink technology 
constructed with ultra-thin thermal fins for 
maximum heat transfer. With an IP 65-rating and 

а low junction temperature of 65° C, this energy- 
efficient and environmentally friendly TURBO series 
is available in several lightweight, diminutive sizes 
and styles: MR16s and PARs 
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High-Efficiency Flexible Cathode Light Strip (Model H-FCLS) 


Cathode Lighting Systems, the leader in long-life 

modular cold-cathode fixtures, introduces a high-efficien- 
cy version of the popular Flexible Cathode Light Strip 
Continuous, shadow-free cove effects are achieved at 
greatly-reduced wattages and e longer lamp life. 

As always, lamps are manufactured to perfectly and 
elegantly follow any straight, curved or angled architectur- 
al detail. Modular fixture design, contractor-friendly plug 
and play" connections, and lamps that snap in and out 
make specification and installation easier than ever 


Columbia Lighting 


Columbia Lighting's RKT retrofit kits are the most 

cost-effective way to transform your existing 2' x 2' 

and 2' x 4' parabolic or lens troffer fixtures. These 

kits contain the very latest in fluorescent lighting 2 
technology, which result in up to 58% energy 

Savings without sacrificing light levels. All kits 

come pre-wired and include reflector inserts to 

improve finish and fixture efficiency, 


For more information, visit www.columbialighting.com 
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LED Lighting 


LRP-38 


Energy efficient, 
with an input power of only 12 watts 


CRI of 92 at 2700K 
Low heat, Low UV 


LITECONTROL 
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| DIALux is a lighting design software 


DIALux 


free of charge with photo realistic 
visualization capabilities. Catalogues 
of more than 120 manufacturers can 
be used as well as the import of 
photometric files (IES, EULUMDAT) 


Get your free copy at www.dialux.com or visit us at 
Lightfair LasVegas, booth #2420. 
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Lithonia Lighting 


Lithonia Lighting's new RTLED volumet- 
ric recessed lighting is a better way to 
deliver ambient LED white light. RTLED 
IS a convergence of high performance 
LED systems, advanced refractive optics, 
and sophisticated control technologies. Market-tested and -approved, 
RTLED reduces labor costs, cuts energy expenses and supports 
sustainability goals 
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PRODUCT GALLERY 


Lithonia Lighting 


Lithonia Lighting is excited to introduce the 
Rayzer, a LED Modular Lighting System 
Ideal for task, office, cove, utility and display 
lighting, the LED Rayzer's sleek low profile 
design delivers maximum energy savings 
and unmatched versatility. Find out why 

the Rayzer is a cut above the rest at 

www lithonia.com/rayzer today. 


RAY 


m‏ کف 
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lumenbeam 


Lumenbeam 


Lumenbeam 


e Lumenbeam 


lumen 


www.lumenpulse.com 


New Radio Powr Savr” 
wireless occupancy sensor from Lutron 


The new Radio Powr Savr™ from Lutron® is an inno- 
vative wireless occupancy/vacancy sensor designed z 
for easy installation and optimum energy savings It 
installs in minutes and requires no wiring. It utilizes 
cutting-edge Lutron XCT™ detection technology to 
sense fine motions, and has a10-year battery life 


2:LUTRON. 


Learn more at www.lutron.com/occsensors. 


Designed for the lighting needs of 
today’s spaces, Nol offers easy 
installation, incredible accessibility 

and an ultra shallow design. It features 
a patent-pending install-from-below 
option and a quick-release ballast/lamp 
compartment that make installation 
and maintenance a snap. With versions 
as shallow as 1% inches deep, Nol can fit 
in virtually any plenum space. 


лажу аз сто www.marklighting,com 
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MechoShade Systems 


The automated SunDialer'" system by Mecho- 
Shade Systems is a cost-sensitive technologically 
advanced solar-shading controller, which maximizes 
daylight harvesting, comfort, and views. It incremental- 
ly adjusts the shades based off the sun's position, 
weather conditions, and the ASHRAE theoretical clear-sky 
model, SunDialer™ controls up to twelve zones, has a built-in 
IP interface, and integrates with third party control systems 


Visit MechoShadeSystems.com 


NoUVIR Lighting 


True adjustable 5° to 50° beams. Perfect color. 

No scatter. Photo shows single NoUVIR Pinspot at a 

60-foot throw. One projector powers 32 luminaires 

10-year warranty includes fiber. Pure-white, 

stone-cold fiber optic lighting with No UV and No IR 
only from NoUVIR 


Visit www.nouvir.com or call 302.628.9933 
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get the skinny on naro, the new 
indirect suspended and 
wall mounted luminaire from peerless. 


ME ll 
Ба шашат 


www.peerless-lighting.com 


(1,2,3) T5/TSHO 
14’ spacing 
92% efficiency 


SELUX 


The NOTCH LED BOLLARD uses cutting-edge 
LED technology to offer a functional bollard with 
contemporary design suitable for a wide range of 
commercial/residential applications. SELUX offers a 
comprehensive range of high quality interior and 
exterior luminaires, including solar, LED, and many. 
IDA-approved "Dark-Sky Friendly" fixtures 


selux.com/usa 
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High Power MR16 LED Bulbs 


Super Bright LEDs introduces its newest High Power 
MR16 LED Bulb. Utilizing one 6 Watt Cree MC-E 
LED that achieves light output up to 330 lumens, 
similar to a 35~40 Watt incandescent bulb, these 

are some of the brightest MR16 LED bulbs on the 
market. Lower operating temperatures and lighter 
weight result from the advanced Thin-Fin 


CUT m 


| www.tersenlighting.com 


FACADE 


The FACADE neatly accents 
architectural building design 
with light framed in basic 
geometric shapes. In addition to its ten standard face plates, FACADE 
offers six accent color options and is available in LED. The TERSEN FACADE 
is the perfect complement to modern building architecture 
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WHEATON 


Call us at: 
1-800-833-0410 


www.glass-warehouse.com 
Circle no. 253 or http://archlighting.com/productinfo 


Circle no. 252 or http://archlighting.com/productinfo 


FOR INFORMATION 
on how to be a part of the next 
ARCHITECTURAL LIGHTING 


special advertising section, contact Erin Schneider at 


hanley^w ood 


773-824-2445. 
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ONE-ON-ONE 


Joel Spira 


REDEFINING LIGHTING S CAPABILITIES THROUGH CONTROLS 


com Your thoughts on LEDs? 


Lutron is synonymous with lighting controls, and the wiza 


; curtain iı Joel Spira. Tasked 
mb while in tid War П lay halogen, and fluo 
only to discover that it shattered and did not rk. A colle 1 the energy savings of 


silicon-controlled rectifier (SCR), an electronic device no bigger than one's fingertip. 


lered if it 


Discovering that the 
What are some of the misconceptions about lighting controls? 


used to control an incandesc 


ionally, you 


Addi 


ated the 


ics in 1961 to sell his invention 


limits when it comes to lamp source 


15 offer e 


more digital, c 


Are lighting controls' contri 


D riou such а: 


simple touch of a button. ELIZABETH DONOFF No. Vari 


lighting initiatives, but energy 


ї governme y solid-state 


ergy. š 


What makes a great piece of lighting equipment? ying is 


Anything that enhances the vi 


1l environment e 


What are some significant changes you've seen in the lighting industry? 


n sync with the utility grid. Lighting controls offer a univer 


ence of the lig 


res, the large 


Improvements to light sources and f 


environmental i 


designer, and the development of electronic controls anc 
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Come see us 


Schréder "TJ 


Schréder Group GIE 


The future. Illuminated 


Booth # 2273 


° LAMP OPTIONS 
L=) HID 
<@ 


eo PHILIPS COSMOPOLIS™ W 


° HIGH PERFORMANCE OPTICS 
à LOW MAINTENANCE 
« DURABILITY 


www.schreder.us 


How smart is your lighting"? 


NEW Quantum: light management solutions can SAVE 60% of lighting energy 
used in your building. Now that's smart. 


Lutrons solutions use dimmers, sensors, ballasts and shades to save energy while 
improving the productivity of your employees. Now that's brilliant. 


` - Dimming lights by 50% 


uses only 6096 of the 


energy — saving 4096 * Can provide up to 2096 — 
lighting energy savings 
À 6096 energy used occupied: on vacant: off 


Summer Days: close shades to keep 
heat out and provide soft, even light, 
for an enjoyable work environment 


Winter Nights: close shades to keep у ) 
heat in 
daylight 
Year Round Days: close shades 
to reduce glare and increase ө 
* PPS, 


energy used 


employee productivity 


For more information on what Lutron Quantum solutions can do for you—or to schedule 
an on-site lighting energy assessment— call 1.888.LUTRON1 or visit www.lutron.com 


save 
energy 
E ® Lutronm ® 


©2010 Lutron Electronics Co., Inc. 


Circle no. 37 or http://archlighting.com/productinfo 


